WHOLESALE 
NET  PRICE  LIST 

APPLYING  TO  CATALOG  No.  167 


OCTOBE 


mSm 


MILLWORK  —  DOORS  —  SASH 


FRAMES  —  FINISH  —  GLASS 
PAINT  —  HARDWARE 


& 


' ;  .-S' 


5%  if  cash  is  sent  with  order. 

; 

2%  for  payment  in  10  days. 

30  days  net. 

20%  deposit  for  shipments  sent  C.  O.  D. 

The  2%  or  30  days  is  made  to  responsible  parties. 

New  customers  will  avoid  delay  by  giving  refer¬ 
ences. 

The  5%  discount  is  given  because  it  eliminates 
Credit  Risk-Carrying  of  the  account  and  Book¬ 
keeping — consequently  can  only  be  allowed  when 
payment  is  made  in  advance. 


Odd  or  Special  Work 


is  any  article  which  varies  from  those  listed  as  stock 
in  our  price  list. 


We  are  exceptionally  well  equipped  to  get  out 
such  work  but  it  will  cost  more  than  stock  even  if 
the  difference  is  very  slight — You  will  save  money 
and  time  and  get  just  as  good  quality  by  using  stock 
wherever  possible. 


All  prices  are  F.  O.  B.  cars  at  shipping  point — De¬ 
livered  prices  will  be  given  when  requested. 


Cleveland  Window  Glass  &  Door  Co. 
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12-LIGHT  WINDOWS 

4^"  in  width 
6^"  in  height 
over  glass. 


Glass 

Sizes 

Windows 

12-Lt. 
Window 
1V8'  pi.  rl. 
Glazed 

Sgl. 

12-Lt. 

Window 

1%'  Ck. 
Glazed 

Sgl. 

Check 

Pulley 

Frame 

K.  D. 

Box 

Pulley 

Frame 

K.  D. 

12-Lt. 

Storm 

Sash 

Glazed 

Sgl. 

1%' 

Rolling 

Slat 

Blind 

W 

7x  9  | 

1.56 

2.70 

2.87 

2.63 

8x10 

1.75 

1.90* 

3.00 

3.28 

2.28 

2.89 

12 

1.90 

2.05* 

3.00 

3.28 

2.45 

3.36 

14 

2.35 

3.18 

3.68 

2.80 

3.83 

“$xl2 

2.00 

2.15* 

3.04 

3.42 

2.57 

3.36 

13 

2.30 

3.33 

3.84 

2.75 

3.57 

14 

2.35* 

3.33 

3.84 

2.80 

3.83 

16  | 

2.70 

3.61 

4.23 

3.25 

4.30 

10x12 

2.05 

2.25* 

3.04 

3.42 

2.70 

3.34 

14  1 

2.45 

3.33 

3.84 

2.90 

3.83 

15  | 

2.65 

3.33 

3.84 

3.20 

4.10 

16  | 

2.90 

3.61 

4.23 

3.50 

4.30 

18  1 

3.20 

3.75 

4.23 

3.85 

4.78 

12x16 

3.30 

3.80 

4.37 

3.95 

4.73 

18  1 

3.60 

3.90 

|  4.37 

4.30 

l  5.25 

Windows  marked  *  are  carried  in  Plain  Rail. 


2-LIGHT  COTTAGE  WINDOWS 

1  thick 


in  width 
6Yz"  in  height 
over  glass. 


For  cut  up  and  leaded 
Cottage  Windows,  see 
pages  8  and  9. 


Glass 

Sizes 

Cottage 

Windows 

Cottage 
or  Oriel 
Window 
1%'  Ck. 
Glazed 
Dbl. 

Check 

Pulley 

Frame 

K.  D. 

Box 

Pulley 

Frame 

K.  D. 

20x20-32  | 

.275 

3.18 

3.68 

20-36  | 

2.95 

3.18 

3.68 

20-40  | 

3.15 

3.28 

3.68 

24x20-32  | 

3.10 

3.18 

3.68 

20-36  1 

3.30 

3.18 

3.68 

20-40  | 

3.55 

3.28 

3.68 

30-20x32 

4.00 

3.33 

3.84 

20-36  | 

4.20 

3.33 

3.84 

20-40  | 

4.50 

3.42 

3.84 

36x20-32 

4.55 

3.47 

3.95 

20-36  | 

4.75 

3.47 

3.95 

20-40  | 

5.30 

3.56 

3.95 

40x20-32 

5.50 

3.90 

4.23 

20-36  | 

5.75 

390 

4.23 

16-40  | 

5.60 

3.90 

4.23 

20-40  | 

5.75 

4.00 

4.23 

44x20-40 

7.10 

4.18 

r  4.23 

48x20-40 

7.30 

4.27  1 

4.23 

For  Frame  extras  see  page  15. 


r 


1 


Cleveland  Window  Glass  &  Door  Co 


4-LIGHT  CHECK  RAIL  WINDOWS 

\%r  thick 

4^'  in  width 
6K"  in  height 
over  glass. 


Glass 

Sizei 

4-Lt. 
Window 
1%'  Ck. 
Glazed 

Sgl. 

4-Lt. 

Window 

1%"  Ck. 
Glazed 
Dbl. 

Check 

Pulley 

Frame 

K.  D. 

Box 

Pulley 

Frame 

K.  D. 

4-Lt. 

Storm 

Sash 

Glazed 

Sgl. 

iy8' 

Rolling 

Slat 

Blind 

iy8' 

10x18 

1.70 

1.95 

2.95 

3.18 

2.05 

2.84 

20 

1.75 

2.00 

S.00 

3.28  . 

2.10 

2.89 

24 

1.85 

2.15 

3.00 

3.28 

2.25 

3.36 

26 

2.00 

2.35 

3.18 

3.68 

2.40 

3.57 

28 

2.05 

2.55 

3.18 

3.68 

2.45 

3.83 

12x16 

1.70 

1.95 

2.70 

2.87 

2.05 

2.89 

18 

1.78 

2.05 

2.70 

2.87 

2.15 

|  2.89 

20 

1.83* 

2.20 

3.00 

3.28 

2.20 

2.89 

22 

1.95 

2.35 

3.00 

3.28 

2.35 

3.15 

24 

2.05* 

2.50 

3.00 

3.28 

2.45 

3.36 

26 

2.15* 

2.58 

3.18 

3.68 

2.60 

3.57 

28 

2.30* 

2.80 

3.18 

3.68 

2.75 

3.83 

30 

2.60 

3.10 

3.28 

3.68 

3.12 

4.10 

32 

2.85 

3.35 

3.47 

4.23 

3.40 

4.30 

13x24 

2.30 

2.80 

3.04 

1 

3.42 

2.75  | 

3.36 

26 

2.35 

3.00 

3.33 

3.84 

2.80 

3.57 

28 

2.70 

3.25  | 

3.33 

3.84 

3.25  | 

3.83 

14x20 

2.10 

2.35 

3.04 

1 

3.42 

2.52 

2.89 

22 

2.20 

2.65 

3.04 

3.42 

2.55 

3.15 

24  | 

2.30 

2.80  | 

3.04 

1 

3.42 

2.75  | 

3.36 

26 

2.35 

3.00 

3.33 

1 

3.84 

2.80 

3.57 

28  | 

2.70 

3.25  | 

3.33 

1 

3.84 

3.25 

3.83 

30  | 

.7.85 

3.42 

3.33 

1 

3.84 

3.40  | 

4.10 

32  | 

3.0ft 

3.65 

3.61 

1 

4.23 

3.60 

4.30 

15x24 

2.50 

3.00 

3.28 

3.56 

3.00 

3.73 

28 

2.90 

3.65 

3.47 

| 

3.95 

3.50 

4.20 

12x25 

2.15 

2.58 

3.18 

1 

.3.68 

2.60 

3.57 

13*6*24 

2.30 

2.80 

3.04 

3.42 

2.75 

3.36 

26 

2.35 

3.00 

3.33 

1 

3.84  | 

2.80  | 

3.57 

28 

2.70 

3.25 

3.33 

1 

3.84 

3.25 

3.83 

Windows  marked  *  are  carried  in  Plain  Rail.  Price  same  as  Check  Rail. 

See  page  15  for  frame  extras. 


SPECIAL  SIZES 


P/g'  2-Light,  Plain  Rail 


Glazed 

Single 

24x20 . 

.  1.85 

24 . 

26 . 

27x24 . 

.  2.33 

26 . 

.  2.51 

28 . 

P/s"  Thick,  4-Light,  Plain  Rail 


Glazed 

Single 

12x20 . 

24 . 

.  2.00 

26 . 

.  2.18 

Cleveland  Window  Glass  &  Door  Co 
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2-LIGHT  CHECK  RAIL  WINDOWS 

1  *^g  "  thick 

4/^  "  in  width 
6y8  "  in  height 
over  glass. 


Glass 

Sizes 

Windows 

2-Lt. 

Window 

1  Ck. 

Glazed 
Sgl. 

2-Lt. 

Window 

1  %"  Ck. 
Glazed 
Dbl. 

Check 

Pulley 

Frame 

K.  D. 

Box 

Pulley 

Frame 

K.  D. 

Storm 

Sash 

Glazed 

Sgl. 

Rolling 

Slat 

Blind 

IVs” 

12x20 

1.20 

1.40 

2.85 

3.14 

2.89 

24 

1.40 

1.60 

2.85 

3.14 

3.31 

26 

1.45 

1.65 

3.09 

3.53 

3.57 

28 

1.50 

1.75 

3.09 

3.53 

3.78 

30 

1.65 

1.95 

3.09 

3.53 

4.04 

14x20 

1.35 

1.55 

2.85 

2.14 

2.89 

24 

1.50 

1.75 

3.09 

3.14 

3.31 

26 

1.55 

1.85 

3.09 

3.53 

3.57 

28 

1.74 

2.00 

3.09 

3.53 

3.78 

30 

1.88 

2.25 

3.09 

3.53 

4.04 

16x20 

1.40 

1.65 

2.85 

3.14 

2.89 

24 

1.52 

1.75 

2.85 

3.14 

3.31 

26 

1.76 

1.95 

3.09 

3.53 

3.57 

28 

1.82 

2.12 

3.09 

3.53 

3.78 

30 

1.90 

2.25 

3.09 

3.53 

4.04 

18x18 

1.45 

1.68 

2.56 

2.74 

2.89 

20 

1.52 

1.75 

2.85 

3.14 

2.89 

24 

1.75 

2.02 

2.85 

3.14 

3.31 

26 

1.86 

2.15 

3.09 

3.53 

3.57 

28 

1.94 

2.30 

3.09 

3.53 

3.78 

30 

2.05 

2.45 

3.09 

3.53 

4.04 

20x16 

1.40 

1.60 

A  2.70 

2.87 

1.68 

2.89 

18 

1.48 

1.70 

2.70 

2.87 

1.76 

2.89 

20 

1.65 

1.88 

3.00 

3.28 

1.98 

2.89 

22 

1.78 

2.05 

3.00 

3.28 

2.13 

3.15 

24 

1.85 

2.10 

3.00 

3.28 

2.22 

3.31 

26 

1.90 

2.26 

3.18 

3.68 

2.28 

3.57 

28 

2.03 

2.35 

3.18 

3.68 

2.43 

3.78 

30 

2.14 

2.54 

3.28 

3.68 

2.56 

4.04 

32 

2.35 

2.65 

3.47 

4.08 

2.80 

4.26 

22x18 

1.70 

2.00 

2.74 

2.87 

2.05 

2.89 

20 

1.77 

2.10 

3.00 

3.28 

2.12 

2.89 

22 

1.90 

2.22 

3.00 

3.28 

2.28 

3.15 

24 

1.95 

2.30 

3.00 

3.28 

2.35 

3.31 

26 

2.02 

2.40 

3.18 

3.68 

2.42 

3.57 

28 

2.12 

2.52 

3.18 

3.68 

2.55 

3.78 

30 

2.35 

2.75 

3.28 

3.68 

2.80 

4.04 

24x14 

1.45 

1.70 

2.71 

2.87 

1.75 

2.89 

16 

1.50 

1.75 

2.71 

2.87 

1.80 

2.89 

18 

1.65 

2.00 

2.71 

2.87 

1.98 

2.89 

20 

1.80 

2.10 

2.99 

3.28 

2.16 

2.89 

22 

1.92 

2.22 

2.99 

3.28 

2.30 

3.15 

24 

2.05 

2.35 

2.99 

3.28 

2.45 

3.31 

25 

2.08 

2.40 

3.18 

3.68 

2.50 

3.57 

26 

2.08 

2.40 

3.18 

3.68 

2.50 

3.78 

28 

2.25 

2.45 

3.18 

3.68 

2.70 

3.78 

30 

2.40 

2.60 

3.28 

3.68 

2.88 

4.04 

32 

2.70 

2.85 

3.47 

4.08 

3.25 

4.25’ 

See  page  15  for  frame  extras. 
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Cleveland  Window  Glass  &  Door  Co 


2-LIGHT  CHECK  RAIL  WINDOWS 

1%'  thick 

9  in  width 
6}/s  '  in  height 
over  glass. 


Glass 

Sizes 

Windows 

2-Lt. 

Window 

1%'  Ck. 
Glazed 
Sgl. 

2-Lt. 

Window 

1  W  Ck. 

Glazed 

Dbl. 

Check 

Pulley 

Frame 

K.  D. 

Box 

Pulley 

Frame 

K.  D. 

Storm 

Sash 

Glazed 

Sgl. 

W 

32*  &  over 
Glazed  Dbl 

Rolling 

Slat 

Blind 

n/s' 

26x16 

1.80 

2.10 

I  2.75 

2.95 

2.16 

2.89 

18 

1.90 

2.20 

2.85 

3.02 

2.28 

2.89 

20 

1.95 

2.25 

3.04 

3.42 

2.35 

2.89 

22 

2.05 

2.40 

3.04 

3.42 

2.45 

3.15 

24 

2.12 

2.45 

3.04 

3.42 

2.55 

3.31 

26 

2.25 

2.60 

3.33 

3.84 

2.70 

3.57 

28 

2.45 

2.85 

3.33 

3.84 

2.95 

3.78 

30 

2.65 

3.10 

3.42 

3.84 

3.18 

4.04 

32 

2.85 

3.35 

3.61 

4.23 

3.40 

4.26 

27x24 

2.27 

2.65 

3.04 

3.42 

2.72 

3.31 

28 

2.60 

3.05 

3.33 

3.84 

3.12 

3.78 

28x18 

2.00 

2.35 

2.85 

3.02 

2.40 

2.89 

20 

2.10 

2.40 

3.04 

3.42 

2.52 

2.89 

22 

2.15 

2.55 

3.04 

3.42 

2.58 

3.15 

24 

2.27 

2.65 

3.04 

3.42 

2.72 

3.31 

26 

2.45 

2.85 

3.33 

3.84 

2.95 

3.57 

28 

2.60 

3.05 

3.33 

3.84 

3.12 

3.78 

30 

2.65 

3.10 

3.42 

3.84 

3.18 

4.04 

32 

3.20 

3.70 

3.61 

4.23 

3.85 

4.26 

30x16 

2.00 

2.25 

2.85 

3.02 

2.40 

2.89 

18 

2.10 

2.45 

2.85 

3.02 

2.52 

2.89 

20 

2.18 

2.50 

3.04 

3.42 

2.60 

2.89 

24 

2.40 

2.80 

3.04 

3.42 

2.88 

3.31 

26 

2.65 

3.10 

3.32 

3.84 

3.18 

3.59 

28 

2.70 

3.15 

3.32 

3.84 

3.25 

3.78 

30 

3.05 

3.50 

3.42 

3.84 

3.65 

4.04 

32 

3.20 

3.75 

3.61 

4.23 

3.85 

4.25 

32x24 

2.80 

3.25 

3.28 

3.56 

3.90 

3.68 

26 

2.85 

3.30 

3.47 

3.96 

3.95 

3.94 

28 

3.20 

3.70 

3.47 

3.96 

4.45 

4.15 

30 

3.25 

3.80 

3.56 

3.96 

4.55 

4.46 

32 

4.20 

3.80 

4.37 

5.05 

4.55 

34 

4.25 

3.80 

4.37 

5.10 

4.67 

36 

4.65 

3.80 

4.37 

5.55 

4.88 

36x20 

3.15 

3.32 

3.56 

3.85 

3.15 

24 

3.45 

3.32 

3.56 

4.12 

3.68 

26 

3.85 

3.47 

3.96 

4.60 

3.94 

28 

4.10 

3.47 

3.96 

4.90 

4.20 

30 

4.25 

3.56 

3.96 

5.10 

4.46 

40x20 

3,75 

3.56 

3.84 

4.50 

24 

3.95 

3.56 

3.84 

4.75 

26 

4.30 

3.89 

4.23 

5.15 

28 

4.75 

3.89 

4.23 

5.70 

30 

4.85 

3.99 

4.23 

5.80 

44x28 

6.30 

3.99 

4.23 

30 

6.80 

4.08 

4.23 

48x28 

6.90 

4.18 

4.23 

30 

7.00 

4.27 

4.23 

See  page  15  for  frame  extras. 
For  Cotage  Windows  see  page  I 
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2-LIGHT  WINDOWS,  TOP  CUT 
Wood  Bars 


2-LIGHT  WINDOWS 
Top  Light  Leaded 


No.  85 


No.  89 


No.  88 


Divided  Top  Windows,  see  Note  A,  page  9 
See  Pages  6  and  7  for  prices. 
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2-LIGHT  WINDOWS 


Top  div 

Ided  with  Wood  Bars 

Top  Glazed 

Leaded  DA 

No.  25 

No.  28 

No.  32 
No.  55 

No.  35 

No.  45 

No.  85 

No.  88 
No.  89 

acid  to 

add  to 

add  to 

add  to 

add  to 

add  to 

add  to 

Glass 

Window 

Window 

Window 

Window 

Window 

Window 

Window 

Sizes 

Price 

Price 

Price 

Price 

Price 

Price 

Price 

12x20 

.20 

.50 

.50 

2.40 

1.60 

1.60 

2.50 

24 

44 

it 

a 

tt 

44 

a 

44 

26 

u 

a 

a 

it 

44 

44 

44 

28 

a 

it 

tt 

tt 

44 

44 

44 

30 

tt 

44 

tt 

U 

44 

44 

44 

14x20 

u 

44 

tt 

it 

44 

44 

it 

24 

tt 

Tt 

u 

tt 

44 

44 

44 

26 

tt 

a 

a 

tt 

44 

M 

44 

28 

u 

tt 

a 

it 

it 

1.70 

2.65 

30 

u 

tt 

it 

it 

it 

1.80 

2.85 

16x20 

.30 

u 

tt 

ii 

2.30 

1.60 

2.50 

24 

44 

U 

tt 

U 

44 

1.80 

2.65 

26 

it 

u 

tt 

u 

44 

1.80 

2.85 

28 

tt 

tt 

tt 

u 

a 

1.90 

3.00 

30 

u 

u 

tt 

tt 

44 

2.05 

3.25 

18x18 

a 

u 

.75 

U 

tt 

1.60 

2.50 

20 

tt 

tt 

It 

it 

44 

1.60 

2.50 

24 

u 

a 

tt 

a 

tt 

1.85 

2.90 

26 

a 

44 

tt 

tt 

U 

2.00 

3.15 

28 

u 

it 

U 

tt 

44 

2.15 

3.40 

30 

u 

it 

it 

tt 

44 

2.35 

3.65 

20x16 

.40 

it 

tt 

tt 

3.00 

1.60 

2.50 

18 

u 

it 

it 

tt 

ii 

1.65 

2.50 

20 

u 

tt 

tt 

tt 

it 

1.70 

2.65 

22 

u 

ii 

it 

u 

ii 

1.90 

3.00 

24 

u 

u 

it 

tt 

tt 

2.05 

3.25 

26 

u 

u 

it 

tt 

it 

2.20 

3.50 

28 

tt 

tt 

u 

a 

44 

2.45 

3.80 

30 

u 

u 

tt 

u 

U 

2.60 

4.05 

32 

it 

M 

ft 

ii 

tt 

2.70 

4.25 

22x18 

tt 

.75 

it 

tt 

ii 

1.70 

2.65 

20 

a 

tt 

it 

it 

44 

1.90 

3.00 

22 

u 

U 

tt 

it 

44 

2.05 

3.25 

24 

ii 

it 

tt 

tt 

44 

2.25 

3.55 

26 

a 

tt 

tt 

tt 

44 

2.50 

3.90 

28 

u 

tt 

tt 

it 

44 

2.65 

4.10 

30 

tt 

tt 

it 

tt 

it 

2.80 

4.40 

24x14 

u 

it 

tt 

tt 

44 

1.60 

2.50 

16 

it 

it 

tt 

tt 

44 

1.70 

2.65 

18 

u 

U 

a 

it 

44 

1.85 

2.90 

20 

u 

a 

tt 

tt 

44 

2.05 

3.25 

22 

tt 

it 

tt 

ii 

44 

2.25 

3.55 

24 

it 

it 

tt 

tt 

ii 

2.50 

3.90 

25 

a 

u 

tt 

tt 

44 

2.70 

4.20 

26 

u 

U 

tt 

it 

44 

2.70 

4.20 

28 

a 

u 

tt 

tt 

44 

2.85 

4.50 

30 

u 

tt 

tt 

ii 

44 

3.05 

4.80 

32 

a 

tt 

it 

it 

tt 

3.10 

4.95 

26x18 

.50 

u 

1.00 

2.50 

3.70 

2.00 

*  3.15 

20 

a 

it 

tt 

41 

44 

2.20 

3.50 

22 

u 

u 

tt 

ii 

it 

2.50 

3.90 

24 

u 

it 

u 

it 

44 

2.70 

4.20 

26 

a 

it 

tt 

ii 

44 

2.85 

4.50 

28 

tt 

it 

a 

U 

a 

2.95 

4.75 

30 

u 

a 

tt 

it 

ft 

3.15 

5.05 

32 

u 

a 

u 

44 

44 

3.35 

5.35 

Cut  numbers  at  the  top  of  the  page  refer  to  page  5. 
See  page  15  for  Sash  frames  and  extras. 
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2-LIGHT  WINDOWS— Continued 


Top  divided  with  Wood  Bars 


Top  Glazed 
Leaded  DA 


No.  25 

No.  28 

No.  32 
No.  55 

No.  35 

No.  45 

No.  85 

No.  88 
No.  89 

Glass 

Sizes 

add  to 
Window 
Price 

add  to 
Window 
Price 

add  to 
Window 
Price 

add  to 
Window 
Price 

add  to 
Window 
Price 

add  to 
Window 
Price 

add  to 
Window 
Price 

27x24 


.50 


.75 


1.00 


2.50 


3.70 


2.85 


4.50 


26 


3.10 


4.90 


28 


3.15 


5.05 


28x18 


2.15 


3.40 


20 


2.45 


3.80 


22 


2.65 


4.10 


24 


2.85 


4.48 


26 


|  2.95 


4.75 


28 


|  3.15 


5.05 


30 


|  3.40 


5.40 


32 


3.45 


5.65 


30x16 


2.05 


3.25 


18 


2.35 


3.65 


20 


2.60 


4.05 


24 


3.05 


4.80 


26 


3.15 


5.05 


28 


3.40 


5.40 


30 


3.45 


5.65 


32 


3.65 


6.00 


32x24 


.60 


2.60 


4.40 


3.10 


4.95 


26 


3.35 


5.35 


28 


3.65 


5.80 


30 


3.65 


6.00 


32x32 


3.90 


6.35 


34 


4.15 


6.80 


36 


4.40 


7.20 


36x20 


1.00 


1.25 


2.90 


4.65 


24 


3.50 


5.60 


26 


3.60 


5.85 


28 


|  3.85 


6.30 


30 


4.15 


6.75 


40x20 


.70 


2.75 


5.00 


3.25 


5.20 


24 


3.65 


6.00 


26 


4.00 


6.55 


28 


4.25 


7.00 


30 


4.60 


7.50 


44x28 


.80 


1.25 


1.50 


5.70 


4.45 


7.45 


30 


4.75 


8.00 


48x28 


4.85 


8.10 


30 


5.20 


8.70 


Cut  numbers  at  the  top  of  the  page  refer  to  page 
See  page  15  for  Sash  frames  and  extras. 


5. 


For  windows  or  sash  glazed  with  Florentine,  Maze,  Peb¬ 
ble  or  Chipped  glass  add  7c  per  sq.  ft.  (glass  surface)  to  the 
price  of  the  same  size  window  or  sash  glazed  double. 

For  ventilators  as  shown  in  2-lt.  storm  sash  add  20c  ea. 
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2-LIGHT  COTTAGE  WINDOWS 

1  */%”  thick 
Check  Rail 


No.  58 


No.  60 


No.  70 


No  80 


Size 

No.  58 

No.  60 

No.  70 

No.  80 

add  to 
Window 
Price 

add  to 
Window 
Price 

add  to 
Window 
Price 

add  to 

Window 

Price 

20x20-32 

|  .30 

|  .73 

2.40 

2.30 

20-36 

m 

(i 

U 

20-40 

u 

U 

44 

24x20-32 

u 

w 

tt 

20-36 

u 

m 

U 

20—40 

u 

M 

m 

30x20-32 

.40 

|  1.00 

2.50 

3.00 

20-36 

! 

u 

“a 

* 

20-40 

1 

u 

u 

u 

36x20-32 

.50 

1.25 

2.60 

3.70 

20-36 

1 

a 

U 

• 

20-40 

1 

u 

u 

tt 

40x20-32 

1 

u 

2.75 

H 

20-36 

u 

m 

m 

16-40 

1 

u 

• 

• 

20-40 

I 

u 

* 

u 

44x20—40 

.60 

1.50 

* 

4.40 

48x20-40 

“ 

w 

* 

a 

The  above  windows  are  cut  with  wood  bars  and  the  price 
is  based  on  the  window  glazed  double  strength.  See  page 
1  for  price  of  two  light  windows,  top  not  cut. 


For  Frame  price  see  page  1. 
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COTTAGE  WINDOWS 

Glazed  with  Leaded  Glass 

Page  19 


Cut 

91-98 

95-97 

71 

72-73 

74 

Top 

Top 

Top 

Top 

Top 

Glass 

leaded 

leaded 

leaded 

leaded 

leaded 

Sizes 

D.  S. 

D.  S. 

Bev.  PI. 

Bev.  PI. 

Bev.  PI. 

Cottage 

add  to 

add  to 

add  to 

add  to 

add  to 

Windows 

Window 

Price 

Window 

Price 

Window 

Price 

Window 

Price 

Window 

Price 

20x20-32 

3.60 

2.55 

5.45 

7.25 

6.00 

20-36 

44 

m 

H 

44 

m 

20-40 

u 

a 

44 

44 

M 

24x20-32 

4.20 

3.05 

6.05 

8.05 

6.75 

20-36 

44 

44 

44 

44 

44 

20-40 

a 

44 

44 

44 

U 

30x20-32 

5.30 

3.85 

7.60 

10.10 

8.40 

20-36 

a 

U 

a 

44 

44 

20-40 

« 

u 

44 

44 

44 

36x20-32 

6.25 

4.40 

8.90 

11.90 

9.80 

20-36 

4f 

44 

a 

44 

44 

20-40 

u 

a 

44 

44 

44 

40x20-32 

7.00 

4.90 

9.75 

13.35 

11.00 

20-36 

a 

u 

U 

44 

44 

16-40 

5.50 

3.90 

8.00 

10.75 

9.00 

20-40 

7.00 

4.90 

9.75 

13.35 

11.00 

44x20-40 

7.50 

1  5.15 

10.80 

14.50 

12.00 

48x20-40 

8.50 

5.65 

11.70 

15.60 

13.00 

Page  and  cut  numbers  at  the  top  of  the  page  refer  to  our  catalog  No.  167. 
See  page  1  for  prices  of  two  light  windows,  top  not  leaded. 


Note  A — Windows  with  tops  cut  up  by  wood  bars  will  be  divided  as  follows., 
unless  otherwise  ordered. 


No.  25,  45,  83,  84  (about  6"  glass) 
Up  to  14"  glass  in  width  2  lights  wide 


16"  to  18"  “  a  3  “ 

20"  to  24"  “  “  4  “ 

26"  to  30"  “  “  5  * 

32"  to  36"  “  “  6  * 

38"  to  42"  “  “  7  “ 


44"  to  50"  “  “  8  “ 


Nos.  32,  55,  58,  60.  80,  82  (about  8"  glass 
No.  32  made  with  5"  margin. 

Up  to  16"  glass  in  width  2  lights  wide 
18"  to  24"  “  3  “ 

26"  to  32"  “  “  -  4  “ 

34"  to  40"  “  “  5  “ 

42"  to  50"  “  “  6  “ 

No.  28  (about  10"  glass) 

Up  to  20"  glass  in  width  2  lights  wide. 
22"  to  32"  “  “  “  3  “ 

34"  to  42"  “•  *  •  4  “ 

44"  to  50"  “  “  5  “ 


We  make  our  own  art  and  beveled  glass  and  pay  par¬ 
ticular  attention  to  selection  of  glass  and  the  finish  and 
strength  in  leading — all  work  thoroughly  cemented. 

Send  for  our  art  glass  catalog  showing  64  pages  of  colored 
art  glass — beveled  plate  and  clear  leaded  designs. 
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CASEMENT  SASH 


No  93 


No.  94 


No.  1)0 


No.  112 


Cleveland  Window  Glass  &  Door  Co 
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CASEMENT  SASH 

3"  Bottom  Rail  \  Y%U  Thick 


u. 


PS 

1-Light 


Cut  with  Wood  Bars  Leaded  Glass 


No.  82 

No.  83 

No.  84 

No.  92 
No.  93 

No.  94 

No.  110 
No.  112 

Glass 

Size 

Price 

Sash 

Glazed 

Sgl. 

add  to 
1-Light 
Price 

add  to 
1-Light 
Price 

add  to 
1-Light 
Price 

add  to 
1-Light 
Price 

add  to 
1-Light 
Price 

add 

1-Light 

Price 

10x14 

.56 

1 

2.60 

3.25 

6.60 

16 

.62 

U 

if 

* 

12x16 

.64 

u 

u 

• 

20 

.70 

1 

u 

« 

a 

14x20 

.76 

it 

* 

* 

16x16 

.72 

.50 

.75 

2.30 

u 

a 

a 

20 

.75 

“ 

a 

* 

u 

* 

24 

.85 

a 

“ 

a 

2.75 

3.45 

7.05 

18x18 

.75 

.75 

U 

a 

2.60 

3.25 

6.60 

20 

.80 

u 

“ 

a 

a 

a 

« 

24 

.90 

u 

“ 

“ 

3.05 

3.80 

7.85 

20x20 

.90 

H 

1.00 

3.00 

2.80 

3.50 

7.20 

24 

.96 

u 

“  1 

a 

3.40 

4.25 

8.73 

24x16 

.85 

a 

“  i 

u 

2.75 

3.45 

7.05 

18 

.95 

a 

-  1 

a 

3.05 

3.80 

7.85 

20 

.98 

a 

“  1 

H 

3.40 

4.25 

8.73 

24 

1.07 

a 

“  1 

U 

4.10 

5.10 

10.50 

26 

1.10 

u 

“ 

a 

4.40 

5.50 

11.35 

28 

1.16 

a 

“ 

a 

4.70 

5.90 

12.20 

30 

1.25 

a 

« 

- 

u 

t-    

5.05 

6.30 

13.05 

32 

1.35 

u 

«  r 

a 

5.35 

6.65 

13.85 

26x20 

1.05 

1.00 

1.25 

3.70 

3.65 

4.55 

9.40 

24 

1.12 

« 

a 

tt 

4.40 

5.50 

11.35 

28x18 

1.08 

u 

u 

u 

3.55 

4.45 

9.15 

20 

1.10 

u 

a 

u 

4.00 

4.95 

10.25 

24 

1.20 

a 

u 

a 

4.70 

5.90 

12.20 

30x18 

1.08 

a 

u 

u 

3.85 

4.75 

9.83 

20 

1.15 

u 

u 

a 

4.25 

5.30 

10.90 

24 

1.30 

a 

“ 

“ 

5.05 

6.30 

13.05 

36x18 

1.26 

1.25 

1.50 

4.40 

4.55 

5.65 

11.75 

20 

1.35 

U 

* 

“ 

5.00 

6.25 

13.00 

24 

1.55 

U 

* 

“ 

6.00 

7.50 

15.60 

40x20  DM. 

1.80 

a 

U 

1 

5.60 

7.00 

14.50 

Cut  numbers  at  the  top  of  the  page  refer  to  Page  10. 


NOTE — Sash  openings  (outside  measure)  4%'  In  width,  5'  in  height,  orer 
full  glass  measure. 


SERVICE 


To  get  good  Service  the  buyer  must  do  his  part. 

Make  every  order  clear  and  intelligible. 

Give  all  necessary  information,  measurements  and 
details. 

Order  so  as  to  always  allow  a  reasonable  time  for  execu¬ 
tion  and  delivery. 
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6-LIGHT  BARN  SASH 

1  Thick 
3  "  Bottom  Rail 


Glass  Size 

Opening  Size 

Glazed  Single 

7x  9 

2-1  y2x  i-ii 

1.05 

8x10 

2-4V2x2-  1 

1.10 

10x12 

2-10  Vfcx2-  5 

1.30 

HOT  BED  SASH 

With  Hardwood  Cross  Bar 


8 

x  10  Glass 

. 

Size 

Thick 

Price 

3-4x6-0 

1%"  - 

4.00 

3-4x6-0 

iW 

4.90 

WEIGHTS  AND  CORD 


Best  Cast  Iron  Weights  Best  Braided  Sash  Cord 

3  Cents  per  lb.  $1.00  per  hank  of  100  ft. 

MEDICINE  CABINET 
DOORS 

Medicine  cabinet  doors  glazed  with 
polished  plate  plain  or  beveled  mirror. 

Thick;  2"  Stiles  and  Top  Rail. 

3"  Bottom  Rail.  Yellow  Pine. 

Carried  in  Stock 
No.  502 


Size  Opening 

Mirror 

Glazed 
Plain  Mirror 

Glazed 

Bevel’d  Mirror 

1-4x1-  9 

12x16 

3.25 

3.90 

1-4x1-11 

12x18 

3.50 

4.15 

1-4x2-  1 

12x20 

3.90 

4.55 

1-6x1-11 

14x18 

4.00 

4.65 

1-6x2-  1 

14x20 

4.45 

5.00 

1-8x1-11 

16x18 

4.15 

5.10 

1-8x2-  1 

16x20 

5.00 

5.75 

Other  sizes  to  order. 
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2-LIGHT  CELLAR  SASH 

LJJ 

IVs"  Thick 

Glass  Size 

Opening  Size 

Glazed  Single 

9x16 

i-io  y2xi-  9 

.80 

12x12 

2-  4V^xl-  5 

.75 

14 

1-  7 

.85 

16 

1-  9 

.87 

18 

1-11 

.95 

20 

• 

2-  1 

.98 

22 

2-  3 

1.08 

24 

2-  5 

1.12 

26 

2-  7 

1.18 

28 

2-  9 

1.26 

14x16 

2-  8y2xl-  9 

.95 

18 

l-n  i 

1.03 

20 

2-  1 

1.06 

24 

2-  5 

1.25 

FT 

m 

3 -LIGHT  CELLAR  SASH 

I 

'  1  ■!  m  a 

Thick 

Glass  Size 

Opening  Size 

Glazed  Single 

7x  9 

2-  1  xl-  2 

.70 

8x10 

2-  4V2xl-  3 

.72 

12 

1-  5 

.80 

14 

1-  7 

.88 

16 

1-  9 

.92 

9x12 

2-  7y2xl-  5 

.83 

13 

1-  6 

.88 

14 

1-  7 

.88 

15 

1-  8 

.90 

16 

1-  9 

.90 

18 

1-11 

1.00 

20 

2-  1 

1.10 

10x12 

2-10  y2xi-  5 

.  85 

14 

1-  7 

.90 

16 

1-  9 

1.00 

18 

1-11 

1.06 

20 

2-  1 

1.10 

12x16 

3-  4y2xl-  9 

1.15 

For  frames,  see  pages  15  and  16. 
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1 -LIGHT  TRANSOM 
SASH 

2  ”  Rail  All  Around 
1  Thick 


Glass  Size 

Opening  Size 

Glazed  Single 

26x  8 

2-  6x1-  0 

.67 

10 

1-  2 

.69 

12 

1-  4 

.74 

14 

1-  6 

.80 

16 

1-  8 

.90 

28x  6 

2-  8x0-10 

.65 

8 

1-  0 

.65 

10 

1-  2 

.72 

12 

1-  4 

.75 

14 

1-  6 

.90 

16 

1-  8 

.96 

30x12 

2-10x1-  4 

.90 

14 

6 

.95! 

16 

8 

1.00 

32x10 

3-  0x1-  2 

.85 

12 

1-  4 

.92 

14 

1-  6 

1.00 

16 

1-  8 

1.06 

4-LIGHT  BARN  SASH 

1H"  Thick 
3  "  Bottom  Rail 


Glass  Size 

Opening  Size 

Glazed  Single 

7x  9 

1-  6x1-11 

.83 

8x10 

1-  8x2-  1 

.85 

12 

2-  5 

.90 

9x12 

1-10x2-  5 

.95 

14 

2-  9 

1.00 

16 

3-  1 

1.15 

18 

3-  5 

1.30 

10x12 

2-  0x2-  5 

.95 

14 

2-  9 

1.05 

16 

3-  1 

1.20 

18 

3-  5 

1.35 

20 

3-  9 

1.45 

For  frames,  see  page  15 
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OUTSIDE  FRAMES 


Stud  Wall 
Window  Frame 
No.  228 


Brick  Wall 
Window  Frame 
No.  231 


Stud  Wall 
Door  Frame 
No.  230 


Window  Frames 

For  sizes  and  prices,  see  pages  1  to  4  inc. 


Door  Frames 

K.  D. 

2-  6x6-  6 

Stud  Wall 

.  4.50 

Brick  Wall . 

.  4.20 

2-  8x6-  8 

U 

.  4.55 

a 

.  4.30 

3-  0x6-  8 

14 

.  4.65 

it 

.  4.40 

2-10x6-10 

a 

.  4.65 

a 

:  4.40 

2-  8x7-  0 

u 

.  4.75 

a 

.  4.50 

2-10x7-  0 

it 

.  4.75 

u 

.  4.60 

3-  0x7-  0 

u 

.  4.75 

u 

.  4.60 

Stationary  Sash  Frames  K.  D. 

Stud  Wall 

Brick  Wall 

Up  to  24"x30r . 

.  2.40  Up  to  24"x30r . 

.  2.70 

Ea.  4  "  or  less  wider,  add  ..  20c  Ea.  4"  or  less  wider  add  .  .20c 
Ea.  4  "  or  less  higher,  add  15c  Ea.  A"  or  less  higher,  add  20c 


Cellar  Sash  Frames  K.  D. 

9"xl6<'  3  Lt.,  1.85;  over  up  to  10'x24r,  3  Lt .  2.05 


Frame  Extras 

Additions 

Stud  Wall  Brick  Wal 

Twins  add  to  price  of  two  singles . 35c . 50c 

Triples  add  to  price  of  three  singles . 90c . 1.00 

Quadruple  add  to  price  of  four  singles . 1.50 . 2.00 

Swing-in  Sash  Frames,  add.. . 65c . 65c 

Swing-out  Sash  Frames,  add . 45c . 45c 

Slip  Head  Sash  Frames . Write  for  prices 

Pittsburgh  Head,  add . 15c . 

lyi"  Jambs  and  1  Blind  Stop,  add . 10c . 

Combination  Frame,  add  to  price  of 

Door  and  Window  Frame . 1.50 . 1.50 

Door  Frames  with  Transom,  add . 3.00 . 3.00 

Brick  Veneer  Wd.  Frames  add  to  Stud  Frames  75c 

Metal  Sheathing  and  Stucco  Door  Frame . 75c. .  .  . . 

Metal  Sheathing  and  Stucco  Window  Fr . 75c . 

Byrket  Sheathing  and  Stucco  Wd.  Fr.  Same  as  Stud  Frame 
Byrket  Sheathing  and  Stucco  Door  Fr.  Same  as  Stud  Frame 
All  sills  plowed  for  yiu  lap  siding. 

Sills  plowed  for  drop  siding,  add  8c  per  frame. 

Jambs  wider  or  narrower  than  shown  in  catalogue,  extra  price. 
All  prices  are  for  knock-down  frames. 

Put  up  frames,  write  for  prices 
Cambers  Sgl.  50c  Twin  75c  Triple  90c 
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STEEL  CELLAR  SASH  AND  FRAMES 


-2 -7i  "OVERAL  L — * 


^ 

I 

•  1 

2  UQHT6  -/4X20‘ 


65%  more  light 

Where  contractors  formerly 
used  two  lights  of  12"  x  14" 
glass  in  wood  (336  sq.  in.  of 
light)  they  now  use  two  lighta 
of  14"  x  20"  glass  in  Fenestrs 
(566  sq.  in.  of  light),  securing 
230  sq.  inches  or  65%  more  light 
in  practically  the  same  opening. 

14"x20"2Lt.  Glazed  D.  A.,  5.00 


« — 2://4  O/ERAL  L - ► 

f 

-4 

| 

<\J 

1. 

2  L/Q//T3  -/G‘k24" 


37%  more  light 

Where  they  formerly  used 
two  lights  of  14"  x  20"  glass  in 
wood  (560  sq.  in.  of  light),  they 
now  use  two  lights  of  16"  x  24" 
glass  in  Fenestra  (764  sq.  in.  of 
light),  securing  204  sq.  inches  or 
37%  more  light  in  practically 
the  same  opening. 

16"x24"  2  Lt.  Glazed  D.  A.,  5.25 


150%  more  light 


* — 2’9§  Ol/ERAL  L - * 

-ij 

1 

£ 

A*** 

3  L/Q/YTG  -/Ox/2 


Where  contractors  formerly 
used  three  lights  of  8  "  x  6"  glass 
in  wood,  144  sq.  inches  of  light 
(for  low  windows  in  Dutch 
Colonial  houses),  they  now  use 
three  lights  of  10"  x  12"  glass 
in  Fenestra  (360  sq.  in.  of  light) 
and  secure  216  sq.  inches  or 
150%  more  light. 

10"  x  12  "3  Lt.  Glazed  D.  A.  4.75 


« - 3-3 1"  OVERALL - * 

+ 

^4 

1 

S' 

80%  more  light 

Where  they  formerly  used 
three  lights  of  10"  x  12  "  glass 
in  wood  (360  sq.  in.  of  light), 
they  now  use  three  lights  of 
12"  x  18"  glass  in  Fenestra 
(648  sq.  inches  of  light),  and 
secure  288  sq.  inches  or  80% 
more  light. 


3  L/(s//T3'/2X/d”  12  "xl8  "  3  Lt.  Glzd.  D. A.  5.25 


Cleveland  Window  Glass  &  Door  Co. 
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4-PANEL  O.  G.  DOORS 

White  Pine 

Raised  Panels  both  sides 

No.  200 


Size 

4-Panel 

IK' 

No.  1 

4-Panel 

IK' 

No.  2 

4-Panel 

IK' 

No.  1 

4-Panel 

IK" 

No.  2 

4-Panel 

IK' 

No.  1 

2-  0x6  0 

3.05 

2.78 

3.35 

3.05 

2-  6 

3.50 

3.87 

2-  0x6-6 

3.15 

2.95  | 

3.52 

3.20 

2-  2 

2-  4 

3.55 

3.87 

3.52 

2-  6 

3.65  | 

3.33 

4.07 

3.70 

2-  8 

4.23 

2-  0x6-8 

3.25 

2.95 

3.57 

3.25 

2-  2 

I 

3.96 

3.60 

2-  4 

3.96 

3.60 

2-  6 

3.74 

3.40 

4.12 

3.75 

2-  8 

3.90 

3.55 

4.31 

3.92 

6.23 

2-10 

4.47 

3-  0 

J 

4.67 

4.25 

2-  0x7-0 

3.87 

3.52  | 

2-  4 

4.25  | 

2-  6 

4.45  j 

4.05 

6.41 

2-  8 

4.65 

4.22 

6.70 

2-10 

4.84 

7.00 

3-  0 

5.06 

4.60 

7.25 

PAINTED 

4-PANEL  O.  G.  DOORS 

Raised  Panels  both  sides 


Size  of  Door 

IK"  Thick 

IK"  Thick 

2-0x6-0 

2.50 

2-6x6-6 

2.90 

3.25 

2-8x6-8 

3.10 

3.45 

18 
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FIVE  CROSS  PANEL  DOORS 

Bead  and  Cove  Sticking 
Raised  Panels  both  sides 

No.  202% 


White  Pine  Stiles 

All  Fir 

Yellow  Pine  Panels 

Sizes  Carried 

1H' 

W 

W 

in  Stock 

No.  1 

No.  1 

No.  1 

No.  1 

2-  0x6-  0 

3.78 

2.75 

2-  6 

4.37 

3.17 

2-  0x6-  6 

3.97 

2.88 

2-  2 

4.37 

3.17 

2-  4 

4.37 

3.17 

2-  6 

4.59 

3.33 

2-  8 

4.77 

3.47 

2-  0x6-  8 

4.03 

2.93 

2-  2 

4.46 

3.24 

2-  4 

4.46 

3.24 

2-  6 

4.65 

6.21 

3.38 

2-  8 

4.83 

6.53 

3.53 

5.23 

2-10 

5.05 

3.67 

3-  0 

5.27 

3.83 

2-  4x6-10 

4.74 

2-  6 

4.96 

2-10 

5.39 

2-  0x7-  0 

4.37 

3.17 

2-  2 

4.81 

3.49 

2-  4 

4.81 

3.49 

2-  6 

5.02 

6.73 

3.65 

5.38 

2-  8 

5.24 

7.02 

3.80 

5.62 

2-10 

5.46 

7.31 

3.96 

5.85 

3-  0 

5.70 

7.61 

4.14 

6.08 

SIX  CROSS  PANEL 


2-  6x7-  6 

5.49  | 

7.31 

K) 

1 

OC 

5.74 

7.64 

2-10 

5.98 

8.00 

3-  0 

6.20 

8.29 

Cleveland  Window  Glass  &  Door  Co. 
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SOFTWOOD 
2-PANEL  DOORS 


Rotary  Cut  3-Ply  Veneered  Panels 
Nos.  481,  581,  781 


No.  481 

No.  581 

No.  781 

Sizes  Carried 

Pine 

Stiles 

All 

Pine 

Stiles 

in  Stock 

IH"  Thick 

Birch 

Panels 

Fir 

Fir 

Panels 

2-  0x6- 

0  I 

3.66 

2.81 

3.48 

2-  6 

3.24 

2-  0x6- 

6 

3.84 

2.94 

3.65 

2-  2 

4.23 

3.24 

4.02 

2-  4 

4.23 

3.24 

4.02 

2-  6 

4.44 

3.40 

4.22 

2-  0x6- 

8 

3.90 

2.99 

3.71 

2-  2 

4.32 

3.31 

4.10 

2-  4 

4.32 

3.31 

4.10 

2-  6 

4.50 

3.45 

4.28 

2-  8 

4.71 

3.61 

4.47 

2-10 

4.89 

3.75 

4.65 

3-  0 

5.10 

3.91 

2-10x6-10 

5.22 

4.00 

2-  0x7- 

0 

4.23 

3.24 

|  4.02 

2-  2 

4.65 

3.57 

4.42 

2-  4 

4.65 

3.57 

4.42 

2-  6 

4.86 

3.73 

4.62 

2-  8 

5.07 

3.89 

4.82 

2-10 

5.28 

|  4.05 

5.02 

3-  0 

5.52 

4.23 

5.24 

1^'Thi 

ck 

2-  8x6- 

8 

7.24 

5.33 

6.43 

2-  6x7- 

0 

1  7.45 

5.49 

6.62 

2-  8 

7.78 

|  5.72 

|  6.91 

2-10 

8.10 

5.96 

7.20 

3-  0 

8.42 

6.20 

7.48 

Page  and  cut  numbers  at  the  top  of  ,the  page  refer  to  our  catalog 
No.  167. 
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No.  585 


SOFTWOOD 

2- PANEL  DOORS 

3- Ply  Veneered  Panels 

No  590— All  Fir 
No.  591 — W.  P.  &  Fir 


No.  585 

1 

No.  590 

! 

No.  591 

Sizes  Carried 

In  Stock 

IK"  Thick 

Craft 

Panel 

All 

Fir 

2  Vert. 
Panel 

All 

Fir 

2  Vert. 
Panel 

W.  P.  Stiles 
Fir  Panels 

2-  0x6-  0 

3.66 

3.66 

3.78 

2-  0x6-  6 

3.84 

3.84 

3.97 

2-  2 

4.23 

4.23 

4.37 

2-  4 

4.23 

4.23 

4.37 

2-  6 

4.44 

4.44 

4.59 

2-  0x6-  8 

3.90 

3.90 

4.03 

2-  2 

4.32 

4.32 

4.44 

2-  4 

4.32 

4.32 

4.44 

2-  6 

4.50 

4.50 

4.65 

2-  8 

4.71 

4.71 

4  87 

2-  0x7-  0 

4.23 

4.23 

4.37 

2-  2 

4.65 

4.65 

4  81 

2-  4 

4.65 

4  65 

4.81 

2-  6 

4.86 

4.86 

5.02 

2-  8 

|  5.07 

5.07 

|  5.24 

2-10 

5.28 

5.28 

5.46 

3-  0 

5.52 

5.52 

5.70 

IK"  Thick 

1 

2-  8x6-  8 

6.13 

6.43 

6.83 

2-  6x7-  0 

6.31 

6.62 

7.04 

2-  8 

|  6.59 

6  91 

|  7.34 

2-10 

|  6.86 

7.20 

7.65 

3-  0 

7.14 

7.49 

7.96 

Cleveland  Window  Glass  &  Door  Co. 
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SOFTWOOD 
1 -PANEL  DOORS 

3-Ply  Veneered  Panels 


No.  595— All  Fir 
No.  596— W.  P.  &  Fir 


No.  625  Miracle 


No.  595 

No.  596 

No.625 

Sizes  Carried 

One 

Panel 

One 

Panel 

One 

Panel 

in  otocK 

All 

W.  P.  Stiles 

W.  P.  Stiles 

1  ya 

Fir 

Fir  Panels 

Birch  Panels 

2- 

0x6- 

0 

3.42 

3.97  | 

5.20 

2- 

6 

5.90 

2- 

0x6- 

6 

3.58 

4.16 

5.42 

2- 

2 

i 

3.95  | 

4.58 

5.90 

2- 

4 

3.95 

4.58 

5.90 

2- 

6 

! 

4.14 

4.81 

6.15 

2- 

0x6- 

8 

3.64 

4.23 

5.50 

2- 

2 

4.03 

4.68 

6.00 

2- 

4 

4.03 

4.68 

6.00 

2- 

6 

4.20 

4.88 

6.22 

2- 

8 

4.40 

5.10 

6.48 

2- 

10 

1 

6.70 

3- 

0 

6.95 

2- 

0x7- 

0 

3.95 

4.58 

5.90 

2- 

2 

4.34 

5.04  | 

6.40 

2- 

4 

4.34 

5.04 

6.40 

2- 

6 

4.54 

5.27 

6.66 

2- 

8 

4.73 

5.49 

6.92 

2-10 

4.93 

5.72 

7.17 

3- 

0 

5.15 

5.98 

7.48 

l  H 

'  Thick 

'  .1 

2- 

6x6- 

8 

8.10 

2- 

8 

6.13 

6.73 

8.48 

2- 

6x7- 

o 

6.31 

6.93 

8.72 

2- 

8 

6.59 

7.24 

9.07 

2- 

10 

6.86 

7.54 

3- 

0 

7.14 

7.84 

9.76 

Note.  A  proportion  of  the  No.  625  Miracle  Doors  have  built-up  Stiles 

and  Rails. 
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No.  210 


PINE 

O.  G.  SASH  DOORS 

\y8'  Thick 
No.  1  Pine 


No.  212 


No.  210 

No.  212 

In  Stock 

% 

Glazed  Single 

Glazed  Double 

2-6x6-6 

5.40 

5.05 

2-8x6-8 

5.45 

5.30 

PAINTED 
SASH  DOORS 

1  y8'  Thick 


No.  310 

No.  334 

In  Stock 

Glazed  Single 

Glazed  Double 

2-6x6-6 

4.80 

4.60 

2— 8x6~ 8 

4.95 

4.75 

No.  310 


Cleveland  Window  Glass  &  Door  Co. 
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No.  noy2 


PINE 

OUTSIDE  DOORS 

Bead  and  Cove  Sticking 
No.  1  Quality 
Glass  size  for  2-8x6-8 
No.  110H— 23^x24^ 
No.  134  —23^x24 


No.  134 


Carried  in  Stock 

1  yiw  Thick 

No.  noy2 

Glazed  D.  S. 

No.  134 

Glazed  D.  S. 

2-  6x6-  6 

5.00 

5.80 

2-  6x6-  8 

5.05 

5.90 

2-  8 

5.20 

6.25 

3-  0 

5.60 

2-10x6-10 

6.00 

6.60 

2-  6x7-  0 

5.90 

2-  8 

5.50 

6.40 

2-10 

6.40 

6.75 

3-  0 

6.40 

6.75 

lyy  Thick 

2-  6x6-  6 

6.90 

2-  6x6-  8 

7.00 

1  8,00 

2-  8 

7.25 

8.30 

3-  0 

7.75 

2-  6x7-  0 

7.85 

2-  8 

7.85 

8.90 

2-10 | SL50_ j_ 9.35 


3-  0 

8.50 

9.50 

1H"  Thick 

No.  2  Quality 

2-  6x6-6 

4.65 

5.15 

2-  8x6-8 

4.90 

5.50 

No.  136  Fir  Door  same  as  No.  110  deduct  40  cents  from  Pine 
price;  2-8x6-8  1%*  only. 

No.  137  Fir  Door  same  as  No.  134,  deduct  45  cents  from  Pine  price; 
2-8x6- 
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No.  170 


SOFTWOOD 
FRONT  DOORS 

No.  1  White  Pine 
Glass  size  for  3-0x7-0 

No.  170—6x12 
No.  172—8x10 


No.  170 

Made  to 
order 

IK"  Thick 

No. 

172 

Glazed 

Beveled 

Plate 

Glazed 

Double 

Glazed 

Double 

Glazed 

Beveled 

Plate 

13.50 

12.00 

2-  8x6-  8 

14.50 

17.75 

14.00 

13.00 

3—  0x6—  8 

14.75 

18.00  • 

16.25 

14.75 

2-10x6-10 

16.30 

19.00 

16.25 

14.50 

2-  8x7-  0 

16.25 

18.80 

17.00 

15.60 

3-  0x7-  0 

16.75 

19.00 

For  No.  170  Glazed  Plain  Plate,  deduct  $1.00  from  Beveled  price. 
For  No.  172  Glazed  Plain  Plate,  deduct  $1.80  from  Beveled  price. 


No.  138 


FIR 

FRONT  DOORS 


Glass  size  for  2-8x6-8 
No.  138—18x54 
No.  139—18x40 


No.  139 


Fir  No.  138 

Fir  No.  139 

51azed 

Beveled 

Plate 

Glazed 

Double 

Sizes  Carried 
in  Stock 
IK"  Thick 

Glazed 

Double 

Glazed 

Beveled 

Plate 

15.00 

8.75 

2-  8x6-  8 

9.00 

14.00 

|  IK"  Thick  | 

16.25 

9  50 

I  2-  8x6-  8 

10.25 

16.50 

20.00 

10.50 

3-  0x7-  0 

11.00 

17.75 

For  No.  138  Glazed  Plain  Plate,  deduct  $2.00  from  Beveled  price. 
For  No.  139  Glazed  Plain  Plate,  deduct  $1.40  from  Beveled  price. 


Cleveland  Window  Glass  &  Door  Co, 
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No.  145 


PINE  STORE  DOORS 

Glass  size  for  3-0x7-0 
24'x56' 


White  Pine  No.  145 

Sizes  Carried 

In  Stock 
Marked  * 
IX'  Thick 

Glazed 

Double 

Glazed 

Plain 

Plate 

Glazed 

Beveled 

Plate 

*2-  8x6-  8 

10.65 

16.50 

19.00 

*3-  0x6-  8 

11.00 

17.50 

20.50 

*2-10x6-10 

11.25 

17.25 

20.00 

*2-  8x7-  0 

11.15 

17.75 

19.50 

*3-  0x7-  0 

12.00 

19.50 

22.00 

3-  4x7-  0 

13.00 

20.50 

24.25 

3-  6x7-  0 

13.75 

22.50 

25.50 

3-  0x7-  6 

13.00 

21.00 

24.50 

3-  4x7-  6 

14.00 

22.75 

26.00 

No  146 


PINE 

STORE  DOORS 


Glass  size  for  2-6x7-0 
15M"x44' 

Flush  Molded  2  sides 


White  Pine  No.  146 

Sizes  Carried 

Pair 

Glazed 

Double 

Pair 

Pair 

In  Stock 

Glazed 

Glazed 

Marked  * 

Plain 

Beveled 

IX'  Thick 

Plate 

Plate 

5-  0x7-  0 

24.50 

32.50 

37.00 

*5-  4x7-  0 

24.50 

35.00 

37.50 

*6-  0x7-  0 

26.00 

36.00 

41.00 

5-  0x7-  6 

25.50 

34.50 

38.50 

5-  4x7-  6 

26.00 

36.50 

41.00 

6-  0x7-  6 

28.00 

41.00 

44.50 
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PINE 

FRONT  DOORS 

No.  1  White  Pine 
Glass  size  for  2-8x6-8 

No.  132—23^x3734 
No.  133—23^x33% 


No.  132 

Sizes 
in  Stock 

No. 

133 

IX" 

Glazed 

D.  S. 

IX" 

Glazed 

D.  S. 

IX" 

Glazed 

D.  S. 

IX" 

Glazed 

D.  S. 

5.75 

2-6x6-6 

6.15 

7.40 

5.75 

2-8x6-8 

6.25 

8.55 

8.00 

6.30 

2- 8x7-0 

6.90 

9.00 

8.65 

3-0x7-0 

9.90 

PINE 

FRONT  DOORS 

No.  1  White  Pine 
Glass  size  for  2-8x6-8 
No.  162— 19%x52 
No.  163— 19%x40 


No.  162 


No.  163 


No. 

162 

Sizes 
in  Stock 
\X"  Thick 

No. 

163 

Glazed 

Beveled 

Plate 

Glazed 

D.  S. 

Glazed 

D.  S. 

Glazed 

Beveled 

Plate 

16.00 

8.30 

2-  8x6-  8 

10.50 

16.25 

18.00 

8.75 

3-  0x6-  8 

11.25 

17.75 

2-10x6-10 

11.00 

17.50 

16.50 

8.60 

2-  8x7-  0 

11.00 

17.25 

2-10x7-  0 

11.25 

18.00 

18.50 

9.25 

3-  0x7-  0 

11.50 

19.00 

IX"  Thick 

18.00 

9.90 

2-  8x6- 

10.50 

16.00 

18.50 

10.00 

3—  0x6—  8 

12.00 

19.50 

19.00 

10.50 

2-10x6-10 

11.90 

19.00 

18.50 

10.40 

2-  8x7-  0 

12.25 

18.75 

2-10x7-  0 

12.50 

20.00 

21.00 

11.25 

3-  0x7-  0 

12.75 

20.50 

For  No.  162  Glazed  Plain  Plate,  deduct  $2.00  from  Beveled  price. 
For  No.  163  Glazed  Plain  Plate,  deduct  $1.50  from  Beveled  price. 


Cleveland  Window  Glass  &  Door  Co. 
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No.  135 


SOFTWOOD 
FRONT  DOORS 


No.  1  White  Pine 
Glass  size  for  2-8x6-8 
No.  135—193^x32 
No.  141 —  63^*  wide 


No.  141 


No. 

135 

Madeto  Order 

No.  141 

Glazed 

Beveled 

Plate 

Glazed  4 
Double 

Unly 

IH'  Thick 

Glazed 

Double 

Glazed 

Beveled 

Plate 

2-8x6-8 

11.00 

20.50 

9.50 

2-8x7-0 

11.50 

21.50 

10.00 

3-0x7-0 

11.75 

22.50 

\X”  Thick 

2- 8x6-8 

12.25 

21.75 

11.50 

3-0x7-0 

13.25 

24.75 

For  No.  141  Glazed  Plain  Plate,  deduct  $5.00  from  Beveled  price. 


No.  419^ 


FRONT  DOORS 


No.  1  White  Pine 
Glass  size  for  2-8x6-8 
No.  4193^ — 5*  Border 
No.  41834“  6  Axil  A 


No.  418H 


No.  419 1/2 

Sizes  in  Stock 
Marked  * 
IX  '  Thick 

No.  418  V2 

Glazed 

Beveled 

Plate 

Glazed 

Double 

Glazed 

Double 

Glazed 

Beveled 

Plate 

19.00 

11.00 

*2-  8x6-  8 

12.00 

|  20.00  ~ 

21.00 

11.50 

*3-  0x6-  8 

12.50 

21.00 

24.00 

14.00 

2-10x6-10 

15.00 

24.50 

23.00 

14.00 

2-  8x7-  0 

15.50 

24.00 

22.50 

12.50 

*3-  0x7-  0 

13.00 

22.00 

For  No.  419  Vi  Glazed  Plain  Plate,  deduct  $5.00  from  Beveled  price. 

For  No.  418  Va  Glazed  Plain  Plate,  deduct  $5.25  from  Beveled  price. 
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HARDWOOD 

VENEERED  DOORS 

C.  &  B.  Sticking 
Page  46 


No.  381 


Size 

^lain  Oak 

Unselected  Birch 

IK' 

Thick 

IK' 

Thick 

IK' 

Thick 

IK' 

Thick 

2-  0x6-  0 

7.77 

5.78 

2-  0x6-  6 

7.94 

5.90 

2-  2 

8.10 

6.03 

2  -4 

8.33 

6.20 

2-  6 

8.61 

6.41 

2-  0x6-  8 

7.99 

5.94 

2-  2 

8.16 

.  .  m  i 

6.07 

2-  4 

8.38  | 

6.24 

2-  6 

8.66  | 

10.11 

6.45 

7.90 

2-  8 

9.00 

10.45 

6.70 

8.15 

2-10  | 

9.39 

6.99 

3—  0 

9.84 

7.33 

2-  6x6-10 

9.06 

1 

2-  8 

9.39 

2-10 

9.78 

11.23 

7.29  | 

2-  0x7-  0 

8.66 

6.45 

2-  2 

8.83 

1 

6.57 

2-  4 

9.06 

10.51 

6.74 

2-  6 

9.34 

10.79 

6.95 

8.40 

2-  8 

9.67 

11.12  | 

7.20 

8.65 

2-10 

10.06 

11.51 

7.50 

8.95 

3-  0 

10.51  | 

11.96 

7.83 

9.28 

CARE  OF  VENEERED  DOORS 

All  veneered  doors  are  built  of  kiln-dried  softwood  cores 
solidly  glued  together  and  covered  with  the  face  veneer 
also  glued  on. 

Glue  is  soluble  in  water.  Moisture  will  soften  it. 

Our  doors  will  be  dry  when  delivered  —  they  should  be 
KEPT  DRY.  Kiln-dried  wood  will  absorb  moisture  from 
damp  rooms  or  freshly  plastered  walls. 

All  veneered  doors  should  be  filled  or  oiled  as  soon  as 
they  are  delivered  on  the  job. 

Veneered  doors  should  not  be  used  as  outside  doors,  un¬ 
less  well  protected  by  porches  from  direct  exposure  to  the 
weather. 

If  used  for  outside  doors  they  should  have  two  coats  of 
good  outside  varnish  and  the  top  and  bottom  edges  should 
be  painted  two  coats. 

All  hardwood  doors  will  be  fumised  machine  smoothed 
unless  hand  smoothing  is  specifically  provided  for. 
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No.  484 


HARDWOOD 

VENEERED  DOORS 

C.  &  6.  Sticking 
Page  47 


Size 

Plain  Oak 

Unselected  Birch 

1  Hw 

Thick 

IK' 

Thick 

l  H' 

Thick 

IK' 

Thick 

2-0  6- 

0 

2-  0x6- 

6 

6.50 

2-  2 

6.63 

2-  4 

6.80 

2-  6 

|  7.01 

2-  0x6- 

8 

8.59 

6.54 

2-  2 

6.67 

2-  4 

8.98 

6.84 

2-  6 

9.26 

7.05 

2-  8 

9.60 

11.05 

7.30 

8.75 

2-10 

3-  0 

7.93 

2-  0x7- 

0 

9.26 

7.05 

2  -2 

7.17 

2-  4 

9.66 

11.11 

7.34 

2  -6 

9.94 

11.39 

7.55 

9.00 

2  -8 

10.27 

11.72 

7.80 

9.25 

2-10 

10.66 

12.11 

8.10 

9.55 

3-  0 

11.11 

12.56 

8.43 

9.88 

The  expense  of  buying  and  finishing  in  Hard¬ 
wood  is  not  very  much  over  pine,  and  your 
house  will  easily  sell  or  rent  for  enough  to  make 
the  investment  a  profitable  one. 


Page  numbers  at  top  of  page  refer  to  our  cata¬ 
logue  No.  167. 
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No.  488 


HARDWOOD 

VENEERED  DOORS 

Page  47  &  49 


No.  725  Miracle 


No.  488 

No.  725 

Size 

IK"  Thick 
only 

Plain  Oak 

Unselected 

Birch 

All 

Birch 

Miracle 

2-  0x6-  0 

8.03 

8.41 

2-  0x6-  6 

8.15 

8.55 

2-  4 

8.45 

8.86 

2-  6 

10.96 

8.66 

9.09 

2-  0x6-  8 

10.34 

8.19 

8.59 

2-  2 

10.51 

8.32 

8.73 

2-  4 

10.73 

8.49 

8.90 

2-  6 

11.01 

8.70 

9.13 

2-  8 

1J  .35 

8.95 

9.40 

2-10 

9.72 

3-  0 

9.58 

10.08 

2-  0x7-  0 

11.01 

8.70 

9.13 

2-  2 

11.18 

8.82 

9.27 

2-  4 

11.41 

8.99 

9.55 

2-  6 

|  11.69 

9.20 

9.67 

2-  8 

12.02 

9.45 

|  9.94 

2-10 

12.41 

9.75 

10.26 

3-  0 

12.86 

10.08 

10.62 

1  1 

The  Veneered  Doors  quoted  in  this  list  are  all 
either  Oak  or  Birch,  which  are  the  only  woods 
carried  in  stock. 


We  can  furnish  any  design  quickly  in  any  de¬ 
sired  wood — Poplar,  Chestnut,  Gum  or  Mahog¬ 
any. 

The  Red  Gum  and  the  Figured  Gum  make  an 
especially  beautiful  door.  We  will  be  glad  to 
estimate  on  any  design  in  any  hardwood. 

Page  numbers  at  top  of  page  refer  to  our  cata¬ 
logue  No.  167. 


Cleveland  Window  Glass  &  Door  Co. 


31 


No  380 


VENEERED 
FRONT  DOORS 

i 

Plain  Oak 
Thick 

Glass  size  for  3-0x7-0 
22x56 


No.  392 


No.  380 

No.  392 

Sizes  Carried 
in  Stock 
\yA9  Thick 

Glazed 

Plain 

Plate 

Glazed 

Bevel 

Plate 

Glazed 

Beveled  Plate 
Copper  Plated 
Metal  Bar 

2-  8x6-  8 

19.50 

21.50 

26.00 

2-  8x7-  0 

20.50 

22.75 

28.00 

2-10x6-10 

21.25 

23.50 

28.50 

2-10x7-  0B 

22.00 

24.25 

29.00 

3—  0x6—  8 

22.00 

24.00 

30.00 

3-  0x7-  0  B 

23.00 

25.25 

30.50 

Sizes  marked  B  carried  in  Birch;  50  cents  less. 


VENEERED 
FRONT  DOORS 

Plain  Oak 
1%  'Thick 

Glass  opg.  for  3-0x 7-0 

No.  395—22x56 
No.  418—24x60 


Sizes 

1^' Thick 

No.  395 
Zinc  Bars 

No.  418 

Wood  Bars 

Glazed 

D.  S. 

Glazed 

D.  S. 

Glazed 
Bevel  Plate 

*2-  8x6-  8 

20.75 

17.75 

25.00 

2-  8x7-  0 

21.75 

18.50 

26.00 

2-10x6-10 

22.50 

18.75 

27.00 

2-10x7-  0 

23.00 

19.00 

27.25 

*3-  0x6-  8B 

23.25 

18.00 

26.25 

♦3-  0x7-  0 

24.25 

18.50 

27.00 

No.  395  all  sizes  carried  in  stock. 

No.  418,  only  sizes  marked  *  carried  in  stock. 

For  No.  418  Glazed  Plain  Plate,  deduct  $5.00  from  Bereled  price. 
No.  418  3-0x6-8  carried  in  stock  in  Birch  same  price 
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No.  142 


VENEERED 
FRONT  DOORS 

Plain  Oak 

1 Thick 

Glass  size  for  3-0x7-0 
24x60 


No. 

142 

Doors  Carried 
in  Stock 

No.  419 

Glazed 
Bevel  Plate 

Glazed 

D.  S. 

Marked  * 
1^' Thick 

Glazed 

D.  S. 

Glazed 
Bevel  Plate 

27.00 

18.00 

*2-  8x6-  8 

17.00 

25.50 

2-  8x7-  0 

18.00 

27.50 

2-10x6-10 

18.50 

27.75 

2-10x7-  0 

18.75 

28.00 

28.00 

17.50 

*3-  0x6-  8 

17.50 

27.00 

29.00 

18.00 

*3-  0x7-  0 

18.00 

28.50 

For  No.  142  Glazed  Plain  Plate,  deduct  $5.00  from  Beveled  price. 
For  No.  419  Glazed  Plain  Plate,  deduct  $5.25  from  Beveled  price. 


No.  626 


MIRACLE  DOOR 

Unselected  Birch 

W  Thick 

Glass  size  for  3-0x7-0 
22x65 


No.  627 


No. 

626 

To  Order  only 
iy  Thick 

No. 

627 

Glazed 
Bevel  Plate 

Glazed 

D.  S. 

Glazed 

D.  S. 

Glazed 
Bevel  Plate 

24.00 

16.00 

2-  8x6-  8 

18.00 

25.00 

|  3-  0x6-  8 

25.50 

17.00 

2-  8x7-  0 

19.00 

27.00 

2-10x7-  0 

28.50 

18.00 

3-  0x7-  0 

20.50 

31.00 

For  No.  626  Glazed  Plain  Plate,  deduct  $2.25  from  Beveled  price. 
For  No.  627  Glazed  Plain  Plate,  deduct  $3.50  from  Beveled  price 
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VENEERED 
FRONT  DOORS 

Plain  Oak 
\yA'  Thick 

Glass  Size  for  3-0x7-0 
No.  510— 2334  x  4534  ' 
No.  517—2734  x  4434  ' 


No.  510 


No.  517 


Sizes  carried  in 
Marked  * 

No.  510 

No.  517 

stock 

Glazed 
Bevel  Plate 

Glazed 

D.  S. 

Glazed 
Bevel  Plate 

2-  8x6-  8 

l2 3/4 

22.50 

*15.00 

23.00 

2-  8x7-  0 

l3/4 

23.75 

*15.85 

24.50 

2-10x6-10 

l3/4 

24.50 

*16.25 

25.00 

2-10x7-  0 

l3/4 

25.00 

*16.75 

25.75 

3—  0x6—  8 

l3/4 

*24.00 

3-  0x7-  0 

l3/4 

*24.50 

*17.25 

|  27.00 

No.  517 — 1  %"  thick,  deduct  1.40  from  price  quoted. 
No.  510 — Plain  Plate,  deduct  1.50  from  price  quoted 
No.  517 — Plain  Plate,  deduct  1.75  from  price  quoted. 


COMBINATION  STORM  DOORS 

No.  1  W.  P. 


Screen  covered 
with  Galv  Wire 


No  600 


Glass  Set 
with  Putty 


2-  6V2x6-7  li/8'  Thick .  7.50 

2-  6V2x6-9  .“ . * .  7.50 

2-  8  V2x6-9  .“ . * .  7.90 

2-  8y2x7-l  .“ . * .  8.10 

2- 10y2x7-l  .* . * .  8.20 

3-  0y2x6-9  .* . * .  8.20 

3-  0i/2x7-l  .« . * .  8.45 
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VENEERED 
FRONT  DOORS 

Plain  Oak 

1  Thick 

Glass  size  for  3-0x7-0 

No.  608—24x18 
No.  415—23x20 


No.  608 

Slab  Door 

No.  415 

No.  608 

No.  415 

Glazed 

Bevel  Plate 

Sizes 

Carried  in  Stock 

Glazed 

Bevel  Plate 

23.00 

3-  0x6-  8 

23.50 

3-  0x7-  0 

25.50 

For  No.  608  or  No.  415  Glazed  Plain  Plate,  deduct  $1.80  from  Beveled 
Price. 


No.  425 


VENEERED 
FRONT  DOORS 

Plain  Oak 

1%'  Thick 

Glass  size  for  3-0x7-0 
24x20 


No.  426 


No.  425 

No.  426 

Glazed 

To  Order  only 

Glazed 

Bevel  Plate 

Bevel  Plate 

22.00 

3—  0x6—  8 

23.50 

22.50 

3-  0x7-  0 

24.00 

For  No.  425  Glazed  Plain  Plate,  deduct  $1.00  from  Beveled  price. 
For  No.  426  Glazed  Plain  Plate,  deduct  $1.80  from  Beveled  price. 


Cleveland  Window  Glass  &  Door  Co. 


36 


No.  414 


SLAB 

FRONT  DOORS 

Selected  Red  Oak 
Glass  size  for  3-0x7-0 


No.  416 


No.  414 

No.  416 

Sizes 

in  Stock 

Glazed 

Glazed 

Bevel  Plate 

Bevel  Plate 

3-0x7-0 

24.00 

24.75 

For  Plain  Plate,  No.  414  and  No.  416,  deduct  $1.80. 


FLUSH  SLAB  DOORS 

Selected  Red  Oak  and 
Unselected  Birch 


Sizes  Carried  in  Stock 
Marked  * 

\X'  Thick 

Selected 

Red  Oak 

Unselected 

Birch 

2-  0x6-  8 

15.00 

13.00 

2-  2 

15.75 

13.50 

2-  4 

15.75 

13.50 

2-  6 

15.75 

13.50 

2-  8 

16.00 

14.00 

2-10 

16.50 

|  15.00 

*3-  0 

17.00 

15.50 

2-0x7-  0 

15.00 

13.00 

2-  2 

15.75 

ft  13.50 

2-  4 

15.75 

13.50 

2-  6 

15.75 

13.50 

2-  8 

16.75 

14.50 

*2-10 

17.75 

15.80 

*3-  0 

18.50 

16.00 
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FRENCH  DOORS 

10-Light  each 

Made  to  order  only 
Stiles  and  Top  Rail  4"  face. 
Bottom  Rail  9"  face. 
Bars^"  between  glass. 

No.  424 


Size  of  Pairs 

1%'  Thick 

White  Pine 

Glazed 

D.  S. 

Glazed 

P.  PI. 

Glazed 
Bev.  PI. 

4 — 0x6—8 

16.00 

22.00 

30.00 

4—6 

17.30 

23.75 

34.00 

5-0 

18.20 

27.00 

36.00 

5-4 

18.35 

28.00 

37.00 

6-0 

19.50 

30.50 

40.00 

4- 6x7-0 

17.50 

24.50 

34.00 

5-0 

18.50 

26.50 

37.00 

5-4 

19.00 

28.00 

38.50 

6-0 

20.00 

31.00 

42.00 

134"  Thick 


4-0x6-8 

20.00 

25.00 

34.00 

4-6 

21.00 

28.00 

37.00 

5-0 

21.50 

30.00 

40.00 

5-4 

22.50 

30.50 

I 

41.00 

6-0 

23.50 

33.00 

44.00 

4-6x7-0 

22.25 

28.00 

36.50 

5-0 

23.00 

30.00 

40.00 

5-4 

23.50 

30.50 

40.50 

6-0 

25.00 

33.00 

1 

43.00 

1%'or  13/4' 

Thick 

Plain  Oak  or  Birch 

4-0x6-8 

25.00 

31.00 

39.50 

4-6 

27.00 

33.00 

I 

43.00 

5-0 

28.00 

36.00 

46.00 

5-4 

28.50 

36.50 

1 

46.50 

6-0 

31.00 

39.00 

49.00 

4-6x7-0 

27.50 

34  00 

1 

43.50 

5-0 

29.00 

36.00 

46.50 

5-4 

30.00 

37.00 

47.00 

6-0 

32.50 

40.00 

50.00 

For  Rabbeting,  add  1.25  per  pair. 

For  T  Astragal,  add  for  pine,  1.00,  oak  1.30. 

For  Banding  with  Sliding  Astragal,  add  for  pine  3.35. 
oak  5.60 
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FRENCH  DOORS 

12  Light  Each 
Made  to  order  only 
Stiles  and  Top  Rail  4"  face. 
Bottom  Rail  9"  face. 
Bars  between  glass. 


Size  of  Pairs 

White  Pine 

Glazed 

D.  S. 

Glazed 

PI.  PI. 

Glazed 
Bev.  PI 

*  4-0x6-8 

1%" 

16.50 

18.00 

29.00 

4-6 

a 

19.50 

26.50 

38.00 

5-0 

a 

20.00 

27.00 

38.50 

5-4 

a 

20.75 

29.00 

41.00 

6-0 

a 

21.75 

31.00 

44.00 

4-6x7-0 

a 

20.00 

27.00 

38.50 

5-0 

a 

20.50 

27.50 

39.00 

5-4 

a 

21.25 

29.00 

41.00 

6-0 

a 

22.50 

31.00 

45.00 

*  4-0x6-8 

19.00 

21.50 

31.50 

4-6 

« 

22.25 

29.00 

41.00 

5-0 

a 

22.75 

30.00 

41.50 

5-4 

a 

23.50 

31.00 

43.00 

6-0 

a 

25.00 

33.00 

47.00 

4-6x7-0 

a 

23.00 

29.00 

41.50 

5-0 

a 

23.50 

30.00 

42.00 

5-4 

u 

25.00 

31.50 

44.00 

6-0 

u 

26.00 

33.00 

47.00 

Plain  Oak  or  Birch 

*  4-0x6-8 

1%  or 

i3/4" 

24.50 

26.00 

37.00 

4-6 

« 

a 

28.00 

34.00 

46.00 

5-0 

u 

a 

28.50 

35.00- 

46.50 

5-4 

a 

u 

29.50 

37.00 

49.00 

6-0 

u 

u 

30.00 

40.00 

52.00 

4-6x7-0 

u 

a 

28.50 

35.00 

47.00 

5-0 

a 

a 

29.50 

36.00 

47.50 

5-4 

u 

u 

30.50 

37.00 

50.00 

6-0 

a 

a 

31.50 

39.00 

54.00 

No.  42* 


For  Rabbeting,  add  1.25  per  pair. 

For  T  Astragal,  add  for  Pine  1.00,  Oak  1.30. 

For  Banding  with  Sliding  Astragal  add  for  pine  3.35, 
oak  5.60. 

*  Pairs  4  ft.  wide  and  under  are  made  8  light  (2  wide 
high)  instead  of  12  light  and  are  priced  accordingly. 
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No.  427 


FRENCH  DOORS 

IS  Light  Each 

Sizes  Marked  *  in  Stock  in 
Oak  only  Balance  to  order 

Stiles  and  Top  Rail  4"  face. 

Bottom  Rail  9"  face. 

Bars  between  glass. 


Size  of  Pairs 

White  Pine 

Glazed 

D.  S. 

Glazed 

PI.  PI. 

Glazed 
Bevel  PI. 

4-6x6-8 

1%' 

20.50 

24.00 

37.00 

5-0 

a 

21.00 

26.00 

41.00 

5-4 

u 

21.50 

29.00 

44.00 

6-0 

u 

22.00 

1 

31.00 

47.00 

4-6x7-0 

“ 

21.00 

27.00 

40.00 

5-0 

u 

21.50 

27.50 

40.50 

5-4 

u 

22.00 

29.00 

44.00 

6-0 

“ 

23.00 

31.00 

46.50 

4-6x6-8 

i3A" 

23.50 

I 

29.08 

42.00 

5-0 

u 

24.00 

30.00 

43.00 

5-4 

25.00 

33.00 

45.00 

6-0 

« 

26.00 

35.00 

49.00 

4-6x7-0 

u 

24.50 

31.00 

43.00 

5-0 

“ 

25.00  ( 

31.50 

43.50- 

5-4 

u 

26.00 

! 

34.00 

47.00 

6-0 

a 

27.00 

36.00 

52.00 

Plain  Oak  or  Birch 

4-6x6-8 

1%  or 

lVt" 

29.50 

36.00 

48.50 

*5-0 

« 

u 

30.00 

I 

37.00 

49.00 

*5-4 

u 

u 

31.00 

1 

39.00 

52.00 

6-0 

u 

u 

31.50 

1 

41.00 

55.00 

4-6x7-0 

u 

u 

30.50 

37.08 

49.50 

*5-0 

u 

u 

31.00 

38.00 

|  50.00 

5-4 

u 

“ 

31.50 

1 

40.50 

52.50 

6-0 

u 

“ 

32.00 

42.50 

56.00 

For  Rabbeting,  add  1.25  per  pair. 

For  T  Astragal,  add  for  Pine,  1.00,  Oak  1.30. 

For  banding  with  Sliding  Astragal,  add  for  pine  3.35, 
oak  5.60. 
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FRENCH  DOORS 

Set  of  four  folding 

10  Light  Each 

Made  to  order  only 

Top  Rail  face. 
Bottom  Rail  9 "  face. 
Meeting  Stiles  2^£"  face. 
Hanging  Stiles  3 yi*  face. 
Bars  yi”  between  glass. 

No.  429 


Size  of  Sets 

1  • 

White  Pine 

Glazed 

D.  S. 

Glazed 

PI.  PI. 

Glazed 
Bevel  PI. 

4-6x6-8 

29.00 

32.00 

1 

47.00 

5-0 

u 

31.00 

34.00 

48.00 

5-4 

“ 

32.00 

37.00 

52.00 

6-0 

a 

33.00 

39.00 

56.00 

4-6x7-0 

u 

30.00 

33.00 

48.00 

5-0 

u 

32.00 

34.00 

1 

48.50 

5-4 

u 

33.00 

38.00 

1 

53.00 

6-0 

u 

34.00 

40.00 

1 

57.00 

4-6x6-8 

i3/4" 

33.00 

36.00  \ 

51.00 

5-0 

a 

34.00 

38.00 

( 

51.50 

5-4 

u 

35.00 

41.00 

1 

56.00 

6-0 

a 

36.00 

42.00 

58.00 

4-6x7-0 

u 

33.50 

37.00 

1 

51.00 

5-0 

a 

34.00 

38.00 

51.50 

5-4 

u 

35.00 

|  41.00 

56.00 

6-0 

a 

36.00 

42.00 

1 

59.00 

Plain  Oak  or  Birch 

4-6x6-8 

l%or 

1%" 

41.50 

45.50 

59.00 

5-0 

« 

a 

42.00 

47.00 

1 

61.00 

5-4 

a 

u 

43.00 

48.00 

1 

64.00 

6-0 

u 

u 

44.50 

53.00 

68.00 

4-6x7-0 

a 

42.00 

46.00 

I 

60.00 

5-0 

a 

* 

43.00 

47.50 

62.00 

5-4 

u 

u 

44.00 

48.50 

65.00 

6-0 

a 

“ 

45.00 

54.00 

69.00 

Above  prices  include  T  astragal. 
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No.  432 


FRENCH  DOORS 

Set  of  Four  Folding 

5  Lights  Each  Door 

Made  to  order  only 

Top  Rail  face. 

Bottom  Rail  9"  face. 
Meeting  Stiles  2 yi"  face. 
Hanging  Stiles  face. 
Bars  W  between  glass. 


Size  of  Sets 

1 

% 

1 

White  Pine 

Glazed 

D.  S. 

Glazed 

PI.  PI. 

Glazed 
Bevel  PI. 

4-0x6-8 

1%' 

21.00 

25.00 

33.00 

4-6 

a 

21.50 

28.00 

37.00 

5-0 

a 

22.50 

29.00 

38.00 

5-4 

u 

23.70 

32.00 

42.00 

6-0 

a 

25.25 

35.00 

45.00 

4-6x7-0 

u 

23.00 

30.00 

39.00 

5-0 

« 

23.60 

31.00 

40.00 

5-4 

a 

24.25 

34.00 

45.00 

6-0 

u 

25.00 

37.00 

46.00 

4-0x6-8 

1V4" 

25.00 

30.00 

38.00 

4-6 

a 

26.00 

32.00 

42.00 

5-0 

a 

27.00 

35.00 

43.00 

5-4 

u 

28.00 

36.50 

48.00 

6-0 

a 

29.50 

38.00 

50.00 

4-6x7-0 

u 

26.00 

33.00 

41.00 

5-0 

u 

28.50 

34.00 

43.00 

5-4 

“  \ 

29.00 

39.00 

49.00 

6-0 

“ 

30.00 

42.00 

51.00 

Plain  Oak  or  Birch 

4-0x6-8 

1%  or 

l3/4" 

32.00 

37.00 

46.00 

4-6 

« 

« 

33.25 

40.00 

49.00 

5-0 

u 

u 

34.00 

42.00 

51.00 

5-4 

u 

u 

35.00 

43.00 

54.00 

6-0 

u 

u 

37.00 

46.00 

57.00 

4-6x7-0 

ii 

u 

34.00 

41.00 

51.00 

5-0 

u 

u 

34.50 

44.00 

53.00 

5-4 

u 

u 

36.00 

45.00 

55.00 

6-0 

u 

a 

38.00 

48.00 

59.00 

Above  prices  include  T  astragal. 
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MIRROR  DOORS 

No.  393 


The  following  prices  are  for  Mirror  and  applying  to  door, 
and  should  be  added  to  net  price  of  door. 


Plain 

IK'  Bevel 

Door  Size 

Mirror 

Mirror 

2-0x6-6 

13.00 

16.00 

2-2 

15.00 

18.00 

2-4 

17.00 

20.00 

2-6 

19.00 

22.00 

2-0x6-8 

13.50 

17.00 

2-2 

16.00 

19.00 

2-4 

17.50 

21.00 

2-6 

19.00 

22.50 

2-8 

21.00 

25.00 

2-0x7-0 

14.50 

18.00 

2-2 

16.50 

20.50 

2-4 

18.00 

22.00 

2-6 

20.00 

24.00 

2-8 

22.00 

26.50 

2-10 

24.00 

28.50 

3-  0 

27.00 

31.00 

This  cut  shows  a  sunken  Mirror.  We  also  furnish  mir¬ 
rors  planted  on  the  door.  The  advantage  of  this  is  that 
the  mirror  can  be  taken  off  and  used  elsewhere,  leaving 
the  door  intact.  If  this  style  is  desired,  order  No.  394. 
Prices  same  as  No.  393. 

We  carry  in  stock  2-0x6-8  1%"  in  No.  381  Oak,  No.  381 
Birch  and  No.  625  Pine  Miracle.  Other  sizes  and  designs 
to  order  promptly. 


GARAGE  DOORS 

Fir  and  White  Pine 


*8-0x8-0  Wx 
8-0x8-0  1 H' 


No.  180  Pair 

Fir  Glazed,  per  pair . 

White  Pine  Glazed,  per  pair 


$20.50 

23.00 


No.  183 

*8-0x8-0  \%u  Spruce  Stiles  and  White  Pine  Panels - $19.00 


GARAGE  DOORS 

Fir  and  White  Pine 


No.  182  3-Door  Set 


*8-0x8-0  Fir  Glazed,  per  set . $22.00 

8-0x8-0  1  */i'  White  Pine  Glazed,  per  set .  26.00 


No.  184 — 3-Door  Set  (to  match  No.  183) 

*8-0x8-0  1%'  Spruce  Stiles  and  White  Pine  Panels  ...  $20.00 

*  Carried  in  Stock. 
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CUPBOARD  DOORS 


No.  403 
Yellow  Pine 


No.  406 

Yellow  Pine  and  Fir 


No.  407 

Yellow  Pine  and  Fir 


Size 

No.  403 

No.  406 

No.  407 

1-  Oxl-6  %' 

Thick 

.90 

1.00 

.95 

1-  2 

“  1 

1.00 

1.10 

1.05 

1-  4 

u 

1.12 

1.20 

1.15 

1-  6 

a 

1.15 

1.25 

1.20 

1-  0x2-0 

u 

1.00 

1.10 

1.05 

1-  2 

u 

1.08 

1.15 

1.10 

1-  4 

u 

1.14 

1.20 

1.15 

1-  6 

a 

1.16 

1.25 

1.20 

1-  8 

a 

1.22 

j 

1.30 

I 

1.25 

1-10 

a 

1.28 

1.35 

1.30 

® 

I 

u 

1.35 

1.45 

1.40 

1-  0x2-2 

u 

1.10 

1.20 

1.15 

1-  2 

a 

1.20 

1.35 

1.30 

1-  4 

a 

1.25 

1.40 

1.35 

1-  6 

a 

1.30 

1.45 

1.40 

1-  8 

°  \ 

1.36 

1.50 

1.45 

1-10 

a 

1.44 

1.60 

1.50 

2-  0 

u 

1.50 

1.65 

1.60 

1-  0x2-4 

u 

1.15 

1.30 

1.25 

1-  2 

a 

1.25 

1.40 

1.35 

1-  4 

a 

1.38 

1.50 

1.45 

1-  6 

u 

1.42 

1.55 

1.50 

1-  8 

u 

1.48 

1.60 

1.55 

1-10 

a 

1.55 

1.65 

1.60 

2-  0 

u 

1.65 

1.75 

1.70 

1-  0x2-6 

u 

1.20 

1.35 

1.30 

1-  2 

a 

1.30 

1.45 

1.40 

1-  4 

u 

1.40 

1.50 

1.45 

1-  6 

u 

1.45 

1.55 

1.50 

QO 

1 

a 

1.55 

1.65 

1.60 

1-10 

u 

1.65 

1.75 

1.70 

2-  0 

u 

1.70 

1.80 

1.75 
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CUPBOARD  DOORS 

No.  403  All  Yellow  Pine 

No.  406  and  No.  407  Yellow  Pine  with  Fir  Panels 


Size 

No.  403 

No.  406 

No.  407 

1-  0x2-8  */\ 

Thick 

1.25 

1.40 

1.35 

1-  2 

“ 

1.35 

1.50 

1.45 

1-  4 

a 

1.45 

1.60 

1.55 

1-  6 

u 

1.55 

1.65 

1.60 

1-  8 

u 

1 

1.65 

1.75 

1.70 

1-10 

“ 

1.70 

1.80 

1.75 

2-  0 

a 

1.75 

1.85 

1.80 

1-  0x3-0 

a 

1.35 

1.45 

1.40 

1-  2 

* 

1.45 

1.55 

1.50 

1-  4 

a 

1.55 

1.65 

1.60 

1-  6 

u 

1.60 

1.70 

1.65 

1-  8 

a 

1.65 

1.75 

1.70 

1-10 

u 

1.80 

1.85 

1.80 

2-  0 

u 

1.95 

2.05 

2.00 

1-  0x3-6 

u 

1.50 

1.65 

1.60 

1-  2 

a 

1.75 

1.90 

1.85 

1-  4 

a 

1.80 

1.95 

1.90 

1-  6 

u 

1.85 

2.00 

1.95 

H* 

1 

00 

u 

2.00 

2.10 

2.05 

1-10 

u 

2.10 

2.20 

2.15 

2-  0 

a 

2.20 

2.30 

2.25 

1-  0x4-0 

u 

1.75 

1.90 

1.85 

1-  2 

u 

1.90 

2.00 

1.95 

1-  4 

a 

1.95 

2.05 

2.00 

1-  6 

a 

2.00 

2.10 

2.05 

1-  8 

u 

2.15 

2.25 

2.20 

1-10 

u 

2.30 

2.40 

2.35 

2-  0 

u 

2.45 

2.55 

2.50 

1-  0x4-6 

u 

1.90 

2.05 

2.00 

1-  2 

u 

2.10 

2.25 

2.20 

1-  4 

u 

2.15 

2.30 

2.25 

1-  6 

u 

2.20 

2.35 

2.30 

1-  8 

u 

2.35 

2.60 

2.50 

1-10 

u 

2.40 

2.65 

2.55 

2-  0 

u 

2.70 

2.80 

2.75 

1-  0x5-0 

u 

2.10 

2.25 

2.20 

1-  2 

a 

2.30 

2.40 

2.35 

1-  4 

u 

2.35 

2.45 

2.40 

1-  6 

u 

2.40 

2.55 

2.50 

1-  8 

u 

2.55 

2.65 

2.60 

1-10 

u 

2.65 

2.75 

2.70 

2-  0 

u 

2.85 

3.05 

2.95 

CUPBOARD  DOORS  ODD  SIZES 

3/a"  thick — Y.  P.  at  45c  sq.  ft. — Oak  at  60c  sq.  ft. 

1 Vs"  thick — Y.  P.  at  50c  sq.  ft. — Oak  at  75c  sq.  ft. 

3  Foot  Minimum  Charge 

W.  P.  MILK  BOX  DOORS 
1-0x1 -4 — 3/\n —  .90  1 -Oxl-4 — 1  Vs" — 1.10 

BROOM  CLOSET  DOORS  1  Pan.  Y.  P.  with  Fir  Pane 
1-0x6-8—2.90  1-4x6-8—3.00 
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CUPBOARD  SASH 

Yellow  Pine 


No.  402 


No.  401 


No.  404 


CHINA  CLOSET 
SASH 

Yellow  Pine 


No.  405 


> 

Size 

Glazed  Plain 

Glazed  Leaded  D.S. 

No.  402 

No.  401 

No.  404 

No.  405 

1 -2x3-0  3A" 

Thick 

1.10 

1.05 

3.95 

4.25 

*1-4 

u 

1.15 

1.15 

4.05  . 

4.35 

1-6 

a 

1.25 

1.20 

4.15 

4.50 

1-8 

“ 

1.30 

1.25 

4.65 

5.00 

2-0 

u 

1.55 

1  40 

5.60 

6.10 

*l-2x3-6 

u 

1.25 

1.20 

4.10 

4.35 

1-4 

1.35 

1.30 

4.20 

4.55 

1-6 

u 

1.40 

1.35 

4.85 

5.25 

1-8 

u 

1.50 

1.45 

5.25 

5.60 

2-0 

u 

1.80 

1.55 

6.55 

7  10 

*l-0x4-0 

“  I 

1.25 

1.20 

4.10  j 

4.40 

*1-2 

“  1 

1.45  | 

1.35 

4.25 

5.35 

*1-4 

« 

1.50 

1.40 

4.85 

5.20 

*1-6 

u 

1.60 

1.50 

5.55 

6.00 

*1-8 

a 

1.70  | 

1.60 

6.25  | 

6.75 

2-0 

u 

2.05 

1.90 

7.50 

8.15 

l-4x4-6 

u 

1.75 

1.60  | 

5.40  | 

5.85 

1-6 

u 

1.90  | 

1.65  | 

6.30  | 

6.80 

1-8 

a  1 

2.00 

1.85 

7.00 

7.60 

2-0 

■ 

2.50 

2.10  | 

8.40 

9.15 

For  Oak  or  Birch  Sash  add  to  above  prices  net. 
For  3-0  High  75c.  3-6  High  1.00. 

For  4-0  High  1.10.  4-6  High  1.25. 

Stock  glazed,  plain,  leaded  DS  to  order  only. 
Sizes  marked  *  carried  in  stock  in  Oak  and  Birch. 
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SIDE  LIGHTS 


N  o.  438 


No.  439 


No.  440 


Pine 

Oak  or 

Birch 

1 

Glazed 

Dbl. 

Glazed 

Beveled 

Plate 

Glazed 

Dbl. 

Glazed 

Beveled 

Plate 

No.  438 

1 

1 

l-2x6-8 

1%' 

5.00 

9.75 

7.25 

12.50 

l-2x7-0 

U 

5.25 

10.50 

7.75 

12.75 

1-4X7-0 

u 

6.00 

11.50 

8.25 

14.75 

l-6x7-0 

a 

6.25 

13.50 

8.75 

15.75 

l-2x6-8 

iw 

6.00 

10.50 

7.50 

12.75 

l-2x7-0 

u 

6.50 

11.50 

8.00 

13.00 

l-4x7-0 

U  I 

7.00 

12.50 

8.50 

15.00 

l-6x7-0  -y 

7.25 

14.50 

9.00 

16.00 

No.  439 

l-2x6-8 

5.50 

9.00 

7.75 

10 . 75 

l-2x7-0 

u 

5.75 

9.50 

8.00 

11.25 

l-4x7-0 

u 

6.00 

10.00 

8.75 

12.75 

l-6x7-0 

a 

6.50 

11.00 

9.25 

13.75 

l-2x6-8 

6.50 

10.00 

8.00 

11.00 

l-2x7-0 

a 

6.75 

10.50 

8.25 

11.50 

1-4X7-0 

u 

7.00 

11.00 

9.00 

13.00 

l~6x7-0 

u 

7.50 

12.00 

9.50 

14.00 

No.  440 

l-2x6-8 

i%' 

8.00 

12.00 

10.25 

13.75 

1-2  x  7-0 

u 

8.50 

13.00 

|  10.75 

14.75 

l-4x7-0 

u 

9.00 

13.50 

11.25 

15.75 

1-6x70 

“ 

9.50 

14.50 

|  11.75 

17.75 

l-2x6-8 

1%' 

8.50 

12.25 

10.50 

14.00 

1-2x70 

a 

9.00 

13.75 

11.00 

15.00 

1-4x70 

« 

9.50 

14.50 

11.50 

16.00 

l-6x7-0 

« 

i  10.00 

16.00 

12.00 

18.00 
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DRAWERS 

No.  808 


DRAWERS 

30"  jwide,  6"  high,  18"  deep.  Yellow  Pine  Front  Lip  Face  2.20 

For  each  6r  or  part  thereof  wider,  ad  1 . 25c 

For  each  6"  or  part  thereof  longer,  add . 25c 

For  each  6"  or  part  thereof  higher,  add . 10c 

For  Oak  Front  add  10%  to  Pine  Price. 


Drawers  and  Flour  Bins  are  shipped  Knock  Down. 


FLOUR  BIN 

No.  809 


FLOUR  BINS— 

1'  6"  wide,  2'  4 "  high,  1'  4"  deep.  Yellow  Pine  Front . 4.60 

1'  6"  wide,  2'  4"  high,  1'  4"  deep.  Oak  Front . 5.40 


“BUILT-IN’* 
IRONING  BOARD 

No.  700 
Dimensions 

Large  Board  llj^  x  52%". 

Small  Boa.d  43^x39^". 

Door  13x66".  Opening  required  14x66" 

No  home  is  complete  without  one  of 
these  convenient  Ironing  Board  Cabinets. 


Price  complete  as  shown,  including 
hardware . 12.50 
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INTERIOR  FINISH 


Head  Casing  No.  6 
Neck  Mold  No.  26 


Head  Casing  No.  7  Vz 
Neck  Mold  No.  27 


Head  Casing  No.  7 
Neck  Mold  No.  26 


Casing  No.  47  Base 

No.  34 


Base 
No.  35 


Stool  No.  44 
Apron  No.  31 


Stool  No.  12 
Apron  No.  13 


Stop  No.  19 


Base  Mold  No.  IOV2 
Carpet  Strip  No.  12 


Base  No.  24 

Base  Mold  No.  23 
Carpet  Strip  No.  12 


Door  Jamb  No.  22 


Stop  No.  37  Stop  No.  36 


Cleveland  Window  Glass  &  Door  Co. 
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INTERIOR  FINISH 

Net  Price  per  100  lln.  ft. 


Molding* 

Sizes 

Yel¬ 

low 

Pine 

Plain 

Red 

Oak 

Un¬ 

set. 

Birch 

Sap 

Gum 

Red 

Gum 

Sap 

Pop¬ 

lar 

Door  Jamb 

6.00 

13.50 | 13.^0 i 

7.80  | 

11.40 

10.80 

Head  Casing  No.  6 

1  rgx4K 

7.50 1 

15.50| 15.50 

9.35 112.50 

12.40 

«  « 

No.  ly 

Hxsy 

5.00) 

13.50 113.50 

7.80; 

11.40 

10.80 

a  u 

“  7 

i  ^x5y 

9.00  j 

18  75 118.75 

11.25  j  16.00 

14.85 

Neck  Mold 

No.  26 

Hxiy 

1.35  j 

3.00 ! 

3.00 

2.00| 

2.85 

2.70 

a  a 

“  27 

h*  i  y 

1.05 1 

2.60 1 

2.60 

1.75 1 

2.40 

2.25 

Head  Cap 

No.  45 

Hxiy 

2.00  j 

4.50  j 

4.50 

2.60 1 

3.80 

3.60 

«  a 

“  28 

1^x2  y 

3.75 

8.50 1 

8.50 

5.00| 

7.50 

7.45 

u  a 

“103^ 

yxiy 

1.90| 

4.50 1 

4.50 

2.50  j 

3.80 

3.60 

Casing 

No.  5 

5.00 1 

11.25 111.25 

6.50 

9.50 

9.00 

u 

“  46 

« 

6.00 1 

“  l 

t 

44 

“  1 

44 

u 

44 

“  47 

a 

6.00 1 

« 

44 

“  1 

u 

« 

u 

“  5 

Hxiy 

4.00  j 

9.00| 

9.00 

5.20 1 

7.60 

7.20 

Base 

No.  8 

Y\xiy 

7.60) 

18  00 118.00 

10.80 116.00 

14.40 

44 

“  34 

u 

8.00  j 

“  1 

ft 

“  I 

u 

« 

a 

“  35 

ft 

a  | 

“  I 

a 

“  i 

u 

u 

u 

“  8 

Yxsy 

5.00 

13.50 113.50 

7.80 111.40 

10.80 

u 

“  35 

'  u 

6.00 1 

“  1 

a 

“  1 

u 

44 

a 

“  8 

HxSy 

u 

a 

« 

•  a 

u 

u 

u 

“  35 

a 

ft  I 

u 

u 

“  1 

u 

u 

Base  Mold  No.  10>^ 

Yxiy 

1.90 1 

4.50 1 

4.50 

2.50 

3.80 

3.60 

a  u 

“  23 

44 

2.00! 

44 

« 

2.60  | 

ft 

« 

Carpet  Strip 

No.  12 

HxH 

.90| 

2.20 1 

2.20 

1.20 

1.90 

1.80 

Stool 

No.  44 

ijiixiy 

5.25 1 

12.50)12.50 

7.50 

10.50 

9.90 

« 

“  12 

u 

«  | 

« 

u 

« 

« 

u 

Apron 

No.  31 

Hx3  y 

3.60 1 

9.00 

9.00 

5.00 

7.60 

7.20 

« 

“  13 

u 

3.80| 

“  1 

44 

5.20 

44 

« 

Stops 

No.  19 

yxiy 

1.20 

2.50 

2.50 

1.65 

2.40 

2.25 

a 

.  “  19 

3^x1^ 

1.35 1 

3.40 

3.40 

2.00 

2.85 

2.70 

a 

“  37 

u 

a  | 

44 

44 

1.90 

u 

44 

a 

“  19 

yx\y 

1.75| 

4.50| 

4.50 

2.60 

3.80 

3.40 

u 

“  37 

u 

44  j 

“  1 

44 

2.40 

ft 

44 

u 

“  19 

2.50 1 

5.20 1 

5.20 

3.25 

4.75 

4.20 

u 

“  37 

44 

a 

“  I 

44 

44 

ft 

44 

Plinth  No.  304 — \l/ix\y-\\'' 

1 

7.50 

15.50  i  15.50 

9.351 

12.50 

12.40 

WALLBOARD 

1000  ft.  or  less,  per  hundred  sq.  ft.  3.80 
Over  1000  ft.,  “  “  a  3.60 
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Cleveland  Window  Glass  &  Door  Co. 


INTERIOR  FINISH 


Back  Band  No.  58 


Back  Band  No. 61  and  61 V2 
Casing  No.  40 


Back  Band  No.  65 
Casing  No.  64 


Back  Band  No.  54 
Casing  No.  40 


Back  Band  No.  56 
Casing  No.  55 


Quarter  Round  Cove 

No.  30  No.  21 


Panel  Mold  Panel  Mold 

No.  806  No.  805 


Thresholds  Wainscot  Cap  Wainscot  Cap 

No.  38  No.  14  No.  15 


Cove  Cornice 
No.  92 


Half  Beam 
No.  324 


Beam 
No.  323 


Plate  Rail 
No.  320 


Plate  Rail 
No.  321 


Plate  Rail 
No.  322 


Cleveland  Window  Glass  &  Door  Co. 
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INTERIOR  FINISH 

Net  Price  per  100  lin.  ft. 


Moldings 

Sizes 

Yel¬ 

low 

Pine 

Plain 

Red 

Oak 

Un¬ 

set. 

Birch 

Sap 

Gum 

Red 

Gum 

Sap 

Pop¬ 

lar 

Back  Band 

No.  42 

1  T5X1 1*6  1 

2.50  | 

5.50 

5.50 

3.25 

4.75 

4.50 

u  u 

“  65 

lXxlre 

2.75| 

U 

“  1 

« 

« 

U 

u  u 

“  58 

I 

2.50  j 

u 

U 

u 

u 

a 

u  u 

“  54 

“  1 

2.50  | 

u 

(( 

U 

a 

U 

u  a 

“  56 

lKxlr&  | 

2.75 

a 

u 

u 

u 

a 

u  u 

a  61 

1  lj^xl  Yg-  1 

2.40 

« 

“ 

u 

u 

“ 

u  a 

“  61^ 

i|xl | 

1.50 

3.60 1 

3.60 1 

2.00 

2.85 1  2.70 

1  II  III 

Casing 

No.  40 

| 

3.80  | 

9.00 

9.00| 

5.20 

7.60 1  7.20 

u 

“  55 

Mx33^  | 

4.40 

« 

“  1 

5.40 

U 

“ 

u 

“  57 

5^x3^  | 

“  1 

U 

“  1 

U 

“ 

u 

u 

“  64 

YixlVi  1 

a 

a 

U 

u 

« 

a 

1  1  1  1 

Head  Casing  No.  41 

%  X  4H  1 

5.00(11.25 

11.25 

6.50|  9.50 

9.00 

Quar.  Round  No.  30 

.90| 

2.20 

2. 20 1 

1.20; 

1.90 1  1.80 

u  u 

u 

“  1 

U 

“ 

“ 

“ 

“ 

1  II  III 

Cove 

No.  21 

.90 

2.20 

2.20 

1.20 

1.90 |  1.80 

u 

u 

KxK 

a  1 

“ 

“ 

“ 

“ 

“ 

III  II 

Panel  Mold  No.  805 

V^Va  1 

1.05| 

2.25 

2.25| 

1.35 

2.00|  1.80 

u  a 

“  806 

« 

“  1 

“ 

“ 

“ 

« 

“ 

1  1  1  1  1  1 

Wainscot  Cap. No. 14 

2y  | 

2.90 

6.75 

6.75| 

3.90| 

5.70|  5.40 

u  u 

“  15 

“  1 

280| 

a 

U 

3.75 

“ 

1  1  1  I  1  1  1 

Cove  Cornice  No.  92 1  | 

4.80 

9.00 

9.00 

5.20 

7.60 1  7.20 

«  a 

a 

24x4>£  | 

6  00 1 11.251 

11.25| 

6  50 1 

9.50 1  9.00 

u  u 

a 

yx5y  | 

6.75 '13.50 

13.50 

8.00  1 1 1.40 1 10.80 

1  1  1  1  1  1 

Closet  Strip 

3Ax3Y  | 

3  40 

9.00| 

9.00 1 

5  00 1 

a  m 

1  Mx 4y2  | 

4  50, 

11.25, 

11.25 1 

6.80 1 

Half  Beam  No.  324|  3x4>4  |  <*.50 1 18.20 i  18.20 1 12.00 1 17.40 1 16.40 


Beam 


No.  323  |  6x4K  i  18.00 1 36.00 1 36.00 !  22.00  { 34.00  [  32.40 


Plate  Rail  No.  320 1 


1 12.00  1 25.00 1 25.00 1 22.00 1 24.00  j  22.00 


3211 


14.00 1 28.80  1 28.80  1 25  00 1 26.00  1 24.00 


a  « 

“  322| 

'  14  00  28.80128.80 

25  00  126.00 124.00 

Astragal  No.  33  for  1  Folding  Doors, 

Y.  P., 

each . 

m  m 

HU  U 

u 

Oak, 

m 

m  m 

*  13/4* 

m 

Y.  P., 

u 

m  m 

mu  u 

m 

Oak, 

u 

u  No.  32  “  13/,'  Sliding 

u 

Y.  P., 

u 

m  m 

mm  m 

m 

Oak, 

u 

m  m 

-  J3/4* 

u 

Y.  P., 

u 

•  m 

mu  m 

m 

Oak, 

u 

Thresholds  No.  38  %  x  3V*-3-0  Hard  Wood, 

u 

Corner  Beads  No.  305  1 %’  x  4  -0" 

Y.  P. 

H 

u 

u  • 

Oak, 

U 

. 30 
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Cleveland  Window  Glass  &  Door  Co. 


WINDOW  TRIM 


Price  per  Side,  2-Light  Win 

dow 

'Prim  A 

Trim  G 

Width  of  Glass 

Yellow 

Pine 

Plain 

Oak 

Yellow 

Pine 

Plain 

Oak 

12" 

.53 

1.24 

.43 

1.02 

18" 

.64 

1.50 

.52 

1.25 

20" 

.70 

1.62 

.57 

1.35 

24" 

.74 

1.75 

.61 

1.45 

26" 

.80 

1.85 

.66 

1.57 

30" 

.85 

1.98 

.70 

1.67 

32" 

.91 

2.12 

.74 

1.78 

36" 

.95 

2.24 

.79 

1.88 

40" 

1.06 

2.48 

.88 

2.10 

44" 

1.12 

2.60 

.93 

2.21 

48" 

1.15 

2.78 

.97 

2.30 

Height  | 

20" 

.52 

1.18 

.58 

1.48 

22" 

.59 

1.33 

.66 

1.67 

26" 

.65 

1.47  | 

.72 

1.86 

28" 

.72 

1.63 

.80 

2.02 

32" 

.78  | 

1.76 

.88 

2.20 

>  36" 

.90  | 

2.06  | 

1.00 

2.56 

1  Light  Sash 

Height  | 

\ 

22" 

i 

.32 

.74 

.42  | 

.95 

28" 

.39 

.88 

.50 

1.13 

32" 

.46 

1.05  | 

.58  | 

1.31 

40" 

1 

.53  | 

1.17 

.65  | 

1.49 

DOOR  TRIM 

Price  per  Side 


Prim  A  [  Trim  C 


Width  of  Door 

Yellow  j 
Pine  | 

Plain 

Oak 

|  Yellow  j 
|  Pine  | 

Plain 

Oak 

2-0 

.35 

.85 

.25 

.53 

2-6  ( 

.40 

.98 

.28  | 

.62 

3-0 

.45  j 

1.12 

.32 

.70 

3-6 

.51 

1.24 

.35  1 

.78 

4-0 

.56  | 

1.36 

.39 

.87 

4-6 

.62 

1.50 

.43  | 

.95 

5-0  | 

.66 

1.62 

.46  | 

1.04 

6-0 

.76 

1.90 

.53 

1.20 

8-0  | 

.95  | 

2.36 

.68  I 

1.54 

Height 

6  0 

.77 

1.68 

.87 

2.00 

6-8 

.80 

1.74 

.90  | 

2.14 

7-0  | 

.84  -  | 

1.80  | 

.96  | 

2.32 

7-6 

.88 

1.95 

1.05  | 

2.43 

8  0 

.90  I 

2.05 

1.13  | 

2.60 

For  Trim  B.  deduct  from  Trim  A  price,  Y.  P.  10c,  Oak  20c. 

Stops  included  in  window  and  sash  Trim  prices. 

No  stops  included  in  door  price. 

For  price,  add  width  and  height  of  complete  glass  opening,  viz.: 
24x24  Window  Trim,  A,  Y.  P.  81c  plus  68c  equals  1.49. 

For  H  *  1  Vs>  No.  61 V2  Back  Band,  deduct  5  percent  from  Trim  C 
price.  See  Catalogue  No.  167,  Page  82. 

Trim  A — Cap  No.  28,  Fd.  Casing  No.  7V2.  Neck  Mould  No.  27.  Side 
Casing  No.  5,  Stool.  No.  44,  Apron  No.  31,  Stop  No.  37,  Plinth  No.  304. 

E*  Trim  B — Cap  No.  10  V&*  Hd.  Casing  No.  7*4,  Neck  Mould  No.  27, 
Side  Casing  No.  5,  Stool  No.  12,  Apron  No.  13,  Stop  No.  19,  Plinth  No  304, 
Trim  C — Hd.  Casing  No.  41,  Side  CasingNo.  40,  Back  Band  No.  61 
Stool  No.  44,  Apron  No.  31,  Stop  No.  37. 
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INTERIOR  DOOR  FRAMES 


Jambs  Y  x  SY  Dadoed 


Size 

Yellow 

Pine 

Plain 

Red 

Oak 

Unsel. 

Birch 

Sap 

Gum 

Red 

Gum 

Sap 

Poplar 

2-  6x6-  6 

1.10 

2.67 

2.67 

1.72 

2.35 

2.15 

2-  8x6-  8 

1.10 

2.67  | 

2.67 

1.72 

2.35  | 

2.15 

2-10x6-10 

1.25 

2.80 

2.80 

1.80 

2.45 

2.25 

2-r  6x7-  0 

1.35 

2.95 

2.95 

1.85 

2.55 

2.40 

2-  8 

1.35 

2.95 

2.95 

1.85 

2.55 

2.40 

2-10 

1.35 

2.95 

2.95 

1.85 

2.55 

2.40 

3-  0 

1.35 

2.95 

2.95 

1.85 

2.55 

2.40 

4-  0 

1.40 

3.10 

3.10 

1.95 

2.65 

2.50 

5-  0 

1.45 

3.35 

3.35 

2.10 

2.80 

2.70 

6-  0 

1.45 

3.35  ! 

3.35 

2.10 

2.80 

2.70 

2-10x7-  6  | 

1.35 

3.10  | 

3.10 

2.00 

2.65 

2.50 

3-  0 

1.40 

3.20  j 

3.20 

2.00 

2.75 

2.60 

4-  0 

1.45 

3.35  j 

3.35 

2.10 

2.80 

2.70 

5-  0 

1.50 

3.50  | 

3.50 

2.25 

2.90 

2.80 

6-  0 

1.55 

3.60  1 

3.60 

2.35 

3.00 

,  2.95 

No  stops  included  in  above  price. 

For  l3/4"  stop  for  3-0x7-0  Door  or  under,  add  for  Y.  P., 
35c.  Plain  Oak  65c. 

For  jambs  1V&6"  thick  add  30  per  cent  to  above  price. 


PLYWOOD  PANELS 


Page  84 

3  Ply  A*  Thick,  Good  Two  Sides 


Plain  Red  Oak,  .  . 

....24  x  48" 

and  under  .  .  . 

sq.  ft. 

28c 

a 

a 

« 

60" 

and  under  .  . 

a 

« 

30c 

a 

u 

« 

30 

x  60" 

u 

u 

34c 

Unselected  Birch, 

. .  ..24  x  48" 

and  under . .  . 

u 

u 

20c 

u 

u 

. 30  x 

60 

"  and 

under.  . 

u 

a 

24c 

u 

u 

. over 

30 

x  60" 

u 

a 

26c 

Fir, 

( Vs ' 

thick)  .  . 

. 24  x 

48 i 

"  and 

under .  . . 

u 

a 

14c 

u 

60' 

f  and 

under  . . 

u 

u 

17c 

a 

30 

x  60" 

u 

u 

20c 

9 

For  special  size  or  face,  write  for  price. 


OAK  FLOORING 


Kind  j1 

_ F  ace _ | 

Clear  Quartered  White  j 

Clear  Quartered  Red  | 

Clear  Plain  White _ [ 

Clear  Plain  Red 
Select  Plain  White _ 

Select  Plain  Red 
No.  1  Common 


Oak  Flooring 


24" 

Oak  Flooring 


1  V?  " 


l  r  |  ivy  |  m"  j  2 


Write  for  price 
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EXTERIOR  MOLDINGS 


Belting 
No.  80 


Prices  per  100  ft.  Lin. 


Brick  Mold 
No.  84 


Drip  Gap 
No.  85 


Cornice  Mold 
No.  81 


Crown  Mold 
No.  82 


Bed  Mold 
No.  83 


Exterior 

Molding* 

Size* 

Cypre** 

Select 

Fir 

1  &  2 
Clear 

Whit* 

Pine 

Paint 

Quality 

Red- 

wood 

1  &  2 
Clear 

Crown  Mold 

No.  82 

3.00 

2.80  | 

2.20 

«  « 

a 

4.00 

3.50 

3.30  | 

Cornice  Mid. 

No.  81 

4.00 

3.50  | 

3.30  | 

a  u 

U 

Kx3  y 

5.60  | 

4.90 

4.40 

u  a 

« 

Kx4K 

7.00  | 

6.30  | 

5.50 

Belting 

No.  80 

1  ^x5^ 

12.75  |  11.25  | 

10.50  | 

Brick  Mold 

No.  84 

\&x\y 

4.00  | 

3.75  | 

3.65  | 

Drip  Cap 

No.  85 

lT6xlf^ 

4.00 

3.75  j 

3.65  | 

«  « 

« 

1^x2>^ 

4.40  | 

4.75  i 

5.00  | 

Bed  Mold 

No.  83 

yxiy 

1.90 

2.20 

1.50 

u  u 

^xl^ 

3.00  j 

3.00  | 

2.20  | 

u  a 

u 

Xx2X  | 

4.50 

3.75  | 

3.30  j 

Corner  Boards 

i &x3y 

8.50  | 

7.50  | 

7.00  | 

a  a 

1^x4  K 

10.60 

8.50 

8.00  j 

Lattice 

^fxi  y& 

1 

1 

1 

.90 

Nailing  Strips 

1 

1.30 

a  u 

&x2y 

1 

1 

1.70 

u  u 

tsx  2y 

2.15 

Screen  Bead. 

t^x  y 

1 

1 

.65  | 

BOARDS 

Size 

Y.  P. 

Plain 

R.  Oak 

Un*el. 

Birch 

Sap 

Gum 

S  4  S  Strips 

I 

¥ax3Vi  | 

3.40 

9.00  I 

9.00  | 

5.00 

u  a 

yx±y 

4.50  | 

11.25  | 

11.25  | 

6.50 

Boards  S  2  S  K.D.  | 

yx6 

5.0C  j 

11.00  | 

11.00  j 

6.60 

u  u 

Kx8 

7.00  j 

14.75  1  14.75  | 

8.80 

u  u 

u 

KxlO 

9.00  | 

18.40  | 

18.40  | 

11.00 

u  u 

..1 

yx\2 

11.00  i 

22.00  | 

22.00  |  13.20 

u  u 

..1 

1Ax8 

10.00  | 

22.80  | 

22.80  | 

11.20 

u  u 

..I 

lAxio  | 

12.25  |  30.40  | 

30.00  | 

14.56 

u  u 

a  1 

1  Axl2 

14.60  | 

35.00  | 

35.00  | 

17.50 

Ceiling 

a 

%x2y 

11.00  | 

per  hundred  sq. 

feet. 

Cleveland  Window  Glass  &  Door  Co. 
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COLONNADES 


Column  No.  500 
Pedestal  No.  515 


Column  No.  502 
Pedestal  No.  5 13 


Interior  Column 
No.  500 


Column  No.  503 
Pedestal  No.  514 


Column  No.  501 
Pedestal  No.  512 


* 

Yellow 

Plain 

1 

Pine 

! 

Oak 

Single 

Pedestal 

only, 

4  'xl 

'xl0\ 

No.  512 

19.50 

23.50 

U 

u 

u 

W 

It 

No.  513 

20.50 

24.50 

U 

a 

a 

// 

it 

No.  514 

20.50 

24.50 

u 

a 

u 

2'x2 

'xlO" 

No.  515  ! 

7.50 

8.00 

Single 

Colui 

Tin 

only. 

6x6 — 5- ’0 

No.  500 

6.35 

8.00 

« 

u 

U 

u 

6-0 

No.  500 

6.90 

9.06 

u 

u 

u 

It 

3-0 

No.  501 

6.00 

7.25 

u 

u 

a 

It 

1 

O 

No.  501 

6.75 

8.00 

U 

u 

u 

It 

6-0 

No.  501  | 

7.50  1 

8.75 

u 

a 

u 

It 

o 

I 

No.  502 

6.25 

750 

u 

u 

u 

i/ 

O 

1 

No.  503 

8.25 

9.50 

Single 

Ped. 

anc 

Col. 

501-512 

25  50 

30.75 

u 

u 

« 

u 

502-513 

26.75 

32.00 

a 

u 

U 

u 

503-514 

28.75 

34.00 

a 

u 

u 

a 

500-515  | 

13.85 

16.00 

Pedestals  are  priced  without  base. 

Made  for  7x/tw  Base  with  \Y\"  Mold. 

Pedestal  No.  515  priced  with  5  ft.  column,  others  with  3  ft. 
column.  Prices  do  not  include  Jambs  or  Casing. 
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HIGHEST  QUALITY  STAIR  WORK 


No.  205 


No.  206 


No.  207 


No.  208 


Jo.  102  No.  103 


No.  211  No. 214 


No.  209 


No.  210 


No.  293 
2^x2^" 


No.  297 

1  K  ”  x  IK" 


No.  296 
2Kx  2K" 


No.  294  No.  520 

2K  x  3K" 


No.  420 
2K  x  3  K" 


11"  Tread 
7 "  Riser 

For  3'  6" 
Treads 


No.  503 


No.  504 


No.  421 

Kx3K" 

fT  fillet 


No.  523 
\lA  x  IK" 


No.  522 
\yix  3K' 

RabbetR' 
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STAIR  WORK 
See  Pages  56  and  58 


Yellow 

Pine 

Plain 

Oak 

Unsel. 

Birch 

Stair  Newel, 

No.  205 

6.00* 

7.25* 

7.25 

«  « 

“  206 

6.25* 

|  7.40* 

7.40 

a  a 

“  207 

6.60* 

7.65* 

7.65 

u  u 

"  208 

6.75* 

7.75* 

7.75* 

a  u 

“  209 

5.75* 

6.75* 

6.75 

u  u 

“  210 

6.25* 

|  7.40* 

7.40 

Angle  Post 

No.  211 

4.10* 

|  4.70* 

4.70 

a  u 

“  214 

4.35* 

4.90* 

4.90* 

Colonial  Newel 

No.  100 

|  11.00 

11.00 

u  u 

101 

7.00 

7.00 

a  u 

"  102 

i 

10.00 

10.00 

u  u 

“  103 

i 

9.50 

9.50 

Stair  Rail,  per  ft.. 

No.  293 

.30* 

.38* 

.38 

u  u  u 

"  294 

.35* 

.42* 

.42* 

m  a  « 

“  296 

.30* 

.38* 

.38 

a  u  a 

“  420 

.35* 

.42* 

.42 

Wall  Rail  l#xl3<,  per  ft.  No.  297 

.11* 

.15* 

.15 

Stair  Shoe, 

u 

No.  421 

.5V2* 

.10* 

.10* 

Fillet  Strips,  A* 

u 

.01* 

.02* 

.02* 

Stair  Treads,  1^x11- 

— 3-0  Each 

.65* 

|  1.25* 

1.25* 

a  a  * 

3-6 

u 

.75* 

1.40* 

1.40* 

Stair  Risers,  3ix7j4— 

-3-0 

u 

.25* 

.50* 

.50* 

u  u  u 

3-6 

“ 

.30* 

|  .60* 

.60* 

Bull  Nose  Tread  &  Riser 

No.  503 

6.60 

|  8.50 

8.50 

Circle  End  Tread  &  Riser  "  504 

7.75 

9.25 

9.25 

Tread  Nosing  per  ft. 

No.523 

.03 

.051/2 

.051/2 

Landing  "  “ 

“  522 

.06 

.12 

.12 

Turn.  Balus.  1 34x26  No.  16-17-18 

.18* 

.24 

.24 

a  “  134x28 

u  a  u 

.20* 

.28 

.28 

S4S  “  134x26 

No.  19 

.08* 

.14 

.14* 

“  “  134x28 

u 

.10* 

.15 

.15* 

Colon.  Baluster  134  Turn.  No.  12 

.55 

.55 

u  u  u 

a 

“  13 

|  .55 

.55 

u  a  u 

u 

“  14 

.55 

.55 

u  u  u 

u 

“  15 

.60 

.60 

“  •  u  Sq.  Tap."  20 

|  .55 

|  .55 

“  “  “  Hex. 

«  «  21 

.65 

.65 

For  design  of  Balusters,  see  Catalogue  pages  87  and  88. 


In  ordering  Special  Stair  work  such  as  Ramps,  Spiral 
Turns,  Goosenecks  etc.  or  where  strings  are  housed,  it  is 
always  necessary  to  give  the  run  and  rise  on  the  rough 
horse  when  ordering. 

Bull  Nose  and  Circle  end  Treads  No.  503  and  No.  504 
are  made  both  right  and  left  hand.  Kindly  specify  hand, 
going  up,  when  ordering. 

Stock  carried  shown  by  star. 
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STOCK  BIRCH  STAIRWORK 


No.  301  Spiral 
No.  300  Circle  End 
Tread  and  Riser 
No.  302  Newel 


No.  306 

Easement  with  Cap 


No.  300  Circle  EndVTread  and  Riser 
5'0"  overall  11"  Tread  reversi¬ 
ble  for  right  or  left  hand  6" 

Radius  on  end . 9.25  ea. 

No.  301  Spiral  (specify  right  or  left) 

. 16.00  ea. 

No.  302  Starting  Newel  3)4x334  3'6  " 

. 4.75  ea. 

No.  303  Landing  Newel  334x3  )4  5'0" 

. 6.00  ea. 

No.  303  K  Cap  for  above  Newels  .50ea. 
No.  304  Balusters  134x134  33"  .40  ea. 
37"  .45  ea.  straight  taper  turned 
W  pin 

No.  305  Stair  Rail  2^x2M . 38  ft. 

No.  306  Easement  with  Cap. 7. 00  ea. 
No.  307  u  without  Cap  6.50  ea. 

No.  308  Gooseneck . 10.15  ea. 

(In  ordering  Gooseneck  specify  Run 
and  Rise  on  Rough  horse) 

No.  309  Knee . 6.50  ea. 

No.  310  Quarterturn . 6.75  ea. 

No.  311  Wall  Rosette . 40  ea. 


Above  carried  in  stock  in  Birch  only  and  cannot  be 
changed  for  square  balusters. 


MOVABLE  STAIRWAY 

This  Movable  Stairway  has  proved  itself  a  marked  success, 
is  quickly  and  easily  installed  and  when  its  advantages  are  con¬ 


sidered,  it  is  very  low  in  cost. 

Price  for  7-7  Ceiling,  Yellow  Pine .  94.60 

“  “8-1  “  “  “  94.60 

“  “8-7  “  “  “  94.60 

“  “9-1  “  “  “  94.60 

•  “9-7  «  “  “  96.55 

“  “10-1  “  “  “  96.55 

*  “1.0-7  “  “  “  96.55 


If  Oak  or  Birch  Ceiling  Panel  is  required,  add  4.50  to  above 
price. 

For  full  description  and  cut,  see  page  95  of  our  genera) 
catalogue. 
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PORCH  WORK 


f'- 

H- 


i  m 


No.  200 


No.  205  No.  242 


No.  316 


No.  221 


No.  222 


No.  206 


No.  240  ] 


No.  566 


No.  564 


No.  567 


a 


T 

No.  2 


s 

No.  4 


r\ 


0 

No.  5 


No.  6 
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PORCH  WORK 

See  Page  59 


Columns 

Len 

gth 

6  ft. 

8  ft. 

9  ft. 

10  ft. 

4  x  4 

.  .Fir 

. .  No.  200 

1.50 

1.65 

^  x  ^ 

« 

u 

2.25 

2.60 

2.85 

6  x  6. 

« 

tt 

3.30 

3.80 

4.10 

8x8 

..  Fir.... 

.  No.  205 

3.70 

4.35 

10  x  10. 

« 

tt 

4.40 

5.20 

•  •  •  •  •  3 

•  ••••• 

12  x  12. 

« 

it 

5.35 

6.30 

ft  x  6 . 

. Fir 

.  .No.  242 

2.85 

3.20 

8x8 

« 

u 

4.00 

4.75 

5.25 

10  x  10. 

tt 

a 

5.40 

6.00 

7.10 

7.95 

12  x  12. 

u 

tt 

6.25 

7.70 

8.95 

10.30 

8  x  8. 

W  P 

. .  No.  242 

5.00 

6.30 

7.75 

10  x  10. 

it 

u 

6.25 

8.00 

9.00 

12  x  12. 

tt 

u 

7.75 

9.00 

12.30 

Newels 


4  x  4  x  4-0 . 

5  x  5  “  . 

. Fir . 

u 

. Nor  221 

a 

.85 

1.25 

ft  V  ft  “ 

a 

u 

1.78 

4  x  4  x  4-0 . 

5x5  “  . 

. Fir . 

u 

. No.  222 

a 

.81 

1.20 

ft  X  ft  “ 

it 

m 

1.70 

8  x  8  x  4-0 . 

10x10  “ . 

. Fir . 

tt 

. No.  206 

a 

2.65 

3.10 

6  x  6  x  4-0. ...... 

8x8  “  . 

. Fir . 

u 

. No.  240 

a 

2.40 

2.70 

10  x  10  “  . 

u 

a 

3.15 

Rail 


per  ft. 


4 \2%0  Porch  Kail,  Redwood,  No.  610 
3^x224'  “  “  565 

22<x2M'  “  “  566 

3^xlKr  “  “  612 

2^x1^'  “  “  564 

2^x1%'  “  “  567 


.15 

.12 

.11 

.09 

.07 

.07 


_ Balusters _ 

l4i  x  \Ya,u  Redwood  Nos.  2-4-5 

2'Axl'A'  “  No.  6 . 

2Kx23Xr  “ “  . 


20"  24' 

.06  .07 


.11  .13 

.15  .18 


Scamozzi  Cap,  6"  column,  2.40;  8",  3.60;  10',  5.00;  12" 
7.75. 

Splitting  Post  No.  200,  10c;  No.  242,  50c. 

For  No.  244  Fluted,  Add  to  price  of  No.  242,  for  8"  2.25,  for 
10"  3.00,  for  12"  3.50  (W.  Pine  Only.) 


CABOT’S  CREOSOTE  STAINED  SHINGLES 

Our  shingles  are  all  of  the  best  selected  Kiln  Dried  Cedar. 
Sound,  live  lumber  that  will  not  check  or  crack,  will  lie  flat 
on  roof  or  wall  and  will  be  free  of  waste.  They  are  straight 
grain  shingles  of  standard  thickness.  Square  edges  and  parallel 
widths.  No  wedge  shapes.  All  colors — Standard  moss  greens; 
bungalow  browns;  tile  reds;  silver  grays  and  many  other  shades 
of  the  richest,  strongest  and  most  durable  stains  made.  Original 
Bundles — Our  shingles  are  always  stained  and  finished  in  the 
original  bundles.  No  short  measure  bundles.  Stains  are  forced 
completely  through  the  bundle  and  into  the  pores  of  the  wood. 
Results:  Shingles  thoroughly  stained,  wood  thoroughly  pre¬ 

served. 


WRITE  FOR  PRICES 
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COMPOSITION  ROOFING 

SLATE  SURFACED  ROLL  ROOFING 

Medium—  Avg.  weight,  80  lbs.,  per  square . $2.20 

Heavy —  “  “  90  “  “  2.45 

Jumbo—  “  “  110  “  “  3.30 

Colors:  Red,  Green,  Blue-Black. 

TALC  FINISH  ROLL  ROOFING 

Light —  Avg.  weight,  35  lbs.,  per  square . $1.20 

Medium—  “  “  45  “  “  1.70 

Heavy —  “  “  55  “  “  2.10 

Extra  Heavy —  “  “  65  “  “  2.45 

INDIVIDUAL  SLATE  SURFACED  SHINGLES 
Standard — 8xl2>2 — 424  Shingles — Avg.  weight  240  lbs.  per  sq. 

Packed  4  Bd!s.  to  sq. — 106  shingles. 

Colors:  Red,  Green,  Blue-Black,  per  square . $7.20 

Jumbo — 8x12^ — 340  Shingles — Avg.  weight  260  lbs.  per  sq. 

Packed  4  Bdls.  to  sq. — 85  shingles. 

Colors:  Red,  Green,  Blue-Black,  per  square . $7.80 

4-IN-l  STRIP  SHINGLES  SLATE  SURFACED 
10x36 — Avg.  weight,  195  lbs.  per  sq. 

Packed  2  Bdls.  to  sq. 

Colors:  Red,  Green,  Blue-Black,  per  square . . . $5.70 


MEDICINE  .[CABINETS 


No.  2371  (New  No.  2587) 

Wall  Cabinet  (White  Enamel).  Size 
11 J4  x  14 Fitted  with  two  shelves. 
Plain  French  Mirror,  9  x  12*. . . .  $3.25 


No.  2587 


No.  2373  (New  No.  2584) 

v  4Wall  Cabinet  (White  Enamel). 
Size  15^  x  19^4V.  Has  three 
shelves.  Door  has  Bevel  Plate 
Mirror,  12  x  16* . $5.85 


No.  2584 


No.  2378-W— No.  2378-0 
(New  No.  2585-W) — (New  No.  2585-0) 

No.  2378-W  (White  Enamel).  Size 
16  x  22*  Wall  Cabinet.  Interior  has  3 
shelves.  French  Bevel  Mirror,  12  x 
18* . $7.25 

No.  2378-0 — Same  as  2378-W,  ex¬ 
cept  in  Golden  Oak . $7.25 


No  2378 
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MEDICINE  CABINETS 


No.  2386  (New  No.  2592) 

All  Steel  Recess  Cabinet  (White 
Enamel).  Wall  opening,  19  x  22'. 
Door  has  14  x  18'  Bevel  Plate 
Mirror.  Hinges  and  handle  Solid 

Bronze  Nickel  Plated . $20.40 

• 


No.  2593 


No.  2383  (New  No.  2590) 

Recess  Cabinet  (White  Enamel) 
Wall  opening,  14>£  x  21  .  Two  Vit- 

rolite  Glass  shelves.  Door  has  Plain 
Plate  Mirror,  10  x  16" . $7.75 


No.  2590 


No.  2382  (New  No.  2589) 

Recess  Cabinet  White  Enamel. 
Wall  Opening,  17fi  x  21^'.  Three  ad¬ 
justable  wood  shelves.  Door  has 
12  x  16'  Bevel  Plate  Mirror. ...  $8.00 


No.  2589 

No.  2384-A— No.  2384-B 
(New  No.2591-A)— (New  No.  2591-B) 

Recess  Cabinet  (White  Enamel). 
Wall  opening,  18  x  25'.  Three  Vitro- 
lite  Glass  shelves.  Door  has  Bevel 
Plate  Mirror,  14  x  20' . $13.75 

No.  2384-B — Same  as  2384-A,  ex¬ 
cept  wall  opening  20  x  29'  and  Bevel 
Plate  Mirror,  16  x  24' . $16.50 


No  2592 

No.  2385  (New  No.  2593) 

All  Steel  Recess  Cabinet  (White 
Enamel).  Wall  opening  17*4  x  2334'r* 
Three  Vitrolite  Glass  shelves.  Door 
has  16  x  22"  Bevel  Plate  Mirror  $21.00 


No.  2591 
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BUILDER  S  HARDWARE 


Introductory 

There  are  three  very  important  features  to  be  con 
sidered  when  selecting  Builders*  Hardware. 


Design  Quality  Finish 

Our  Designs  are  the  latest  and  most  popular  pat¬ 
terns  on  the  market. 

The  Quality  is  the  very  best.  The  locks  are 
made  from  extra  heavy  material  and  we  guarantee 
each  one  to  be  in  perfect  condition,  and  to  be  first-class 
in  every  respect. 


In  Finish  we  offer  the  following  assortment: 

Designated  as  D  B 
Designated  as  A  B  S 


Dull  Brass 

Antique  Brass  Sanded 

Dull  Brass  with  Oxide 
Background 

Old  Copper 
Silver  Grey 
Nickel 

Polished  Bronze 
Japanned 


Designated  as  D  B  O 
Designated  as  O  C 
Designated  as  S  G 
Designated  as  N 
Designated  as  P  B 
Designated  as  J 


When  ordering,  be  careful  to  specify  whether 
STEEL  or  BRONZE  and  the  kind  of  FINISH  de¬ 
sired. 

We  beg  to  call  attention  to  a  few  facts  concerning 
the  selecting  of  Builders*  Hardware.  First  impressions 
often  rest  on  little  details  and  care  should  be  taken  in 
selecting  such  designs  as  will  harmonize  perfectly 
with  architectural  and  decorative  standards,  whether 
for  interior  or  exterior  use.  The  hardware  on  your 
front  door,  for  instance,  is  as  much  observed  as  the 
door  itself,  and  should  be  in  keeping  with  it. 


Remember,  that  although  your  hardware  is  com¬ 
paratively  a  small  item  of  the  total  cost  of  your  build¬ 
ing,  it  is  a  big  factor  in  its  final  appearance. 

We  hope  the  following  designs  will  help  you  in 
selecting  your  hardware. 
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LOCK  SET  DESIGNS 


Tasco 


Clinton 


Fairfax 


Knox 


Euclid 


Flint 


Cliff 


Rim  Lock  Set 
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LOCK  SETS 


See  Page  64 


Tasco  Design 

Material 

1 

No. 

A.  B.  S. 

S.  G. 

Cylinder  Front  Door  Set| 

Wrot  Bronze 

C  1198  | 

8.84 

|  8.84 

Bit  Key  Front  “  “  | 

a 

u 

I 

B  3068  | 

4.37 

|  4.37 

*  a  a  a  u 

“  Steel 

1 

B  3068  | 

2.46 

|  2.46 

Inside  Set 

ii 

u 

1 

3714  | 

,91 

.91 

m  * 

U 

Bronze 

1 

3714  | 

2.25 

1  2.25 

Sliding  for  Sgl.  Door 

U 

Steel 

1 

S  6615  j 

2.65 

|  2.65 

Sliding  for  Dbl.  Doors  | 

a 

ii 

I 

D  6615  ! 

4.03 

|  4.03 

Push  Plate 

a 

a 

1 

7182  | 

.55  ea. 

.55  ea. 

Clinton  Design 

1 

D.  B. 

|  O.  C. 

Cylinder  Front  Door  Setj 

Wrot  Bronze 

1 

C  3834  | 

8.82 

|  8.82 

Bit  Key  Front  “ 

ii 

u 

1 

B  3604  | 

3.61 

3.61 

u  u  u  a  ii 

U 

Steel 

a 

B  3604  | 

2.10 

|  2.10 

Inside  Set 

a 

ii 

1 

2275  ! 

.75 

|  .75 

Inside  Set 

a 

Bronze 

1 

2275  | 

1.93 

1.93 

Sliding  for  Single  Door  | 

a 

Steel 

1 

S  4274  | 

l.So 

1.60 

“  “  Dbl.  Doors  | 

a 

ii 

1 

D  4274  | 

2.37 

|  2.37 

Push  Plate 

a 

ii 

! 

33  | 

.25  ea. 

.25  ea. 

Fairfax  Design 

| 

D.  B.  O. 

|  S.  G. 

Cylinder  Front  Door  Set| 

Wrot  Bronze 

1 

C  1199  | 

8.20 

|  8.35 

Bit  Key  Front  “  “  | 

ii 

ii 

1 

B  3073  | 

4.30 

|  4.45 

u  u  a  u  u 

U 

Steel 

1 

B  3073  | 

2.25 

|  2.35 

Inside  Set 

a 

ii 

1 

3710  | 

.82 

|  .88 

Inside  Set 

a 

Bronze 

1 

3710  | 

2.06 

|  2.15 

Sliding  for  Single  Door 

a 

Steel 

1 

S  6624  | 

2.52 

2.65 

“  “  Double  Doors | 

a 

ii 

1 

D  6624  | 

3.86 

j  4.03 

Push  Plate 

a 

ii 

1 

7194  j 

.52  ea. 

.55  ea. 

Knox  Design 

1 

D.  B.  O. 

|  O.  C. 

Cylinder  Front  Door  Set| 

Wrot 

Bronze 

1 

C  3731  | 

8.40 

|  8.40 

Bit  Key  Front  “  “  | 

ii 

ii 

1 

B  3619  | 

3.90 

|  3.90 

an  a  u  u 

a 

Steel 

1 

B  3619  | 

2.24 

|  2.24 

Inside  Set 

u 

U 

1 

2169  | 

.76 

|  .76 

Inside  Set 

a 

Bronze 

1 

2169  | 

1.64 

1.64 

Sliding  for  Single  Door  | 

a 

Steel 

1 

S  4404  | 

1.89 

1.89 

“  “  Double  Doors | 

a 

a 

1 

D  4404  j 

2.80 

|  2.80 

Push  Plate  | 

a 

u 

1 

18  | 

.42  ea. 

.42  ea. 

Euclid  Design 

1 

D.B.O.  A.B.S.,  |  O.  C. 

Cylinder  Front  Door  Set| 

Wrot  Bronze 

1 

C  3845  | 

8.40  |  8.82  |  8.40 

Bit  Key  Front  “  “  | 

ii 

a 

1 

B  3617  | 

3.61  |  3.78  I  3.61 

a  u  a  a  a 

a 

Steel 

1 

B  3617  | 

2.10  |  2.31  |  2.10 

Inside  Set 

a 

ii 

1 

2280  | 

.70  I  . 

75  |  .70 

Inside  Set 

a 

Bronze 

L 

2280  I 

1.93  |  2.03  I  1.93 

Sliding  for  Single  Door 

u 

Steel 

1 

S  4384  I 

1.60  |  1.70  |  1.60 

“  Double  Doors | 

a 

a 

1 

D  4384  | 

2.37  j  2.50  |  2.37 

Push  Plate 

u 

u 

1 

22  | 

.25ea| 

28ea|  .25ea 

Flint  Design 

1 

D.  B. 

|  O.  C. 

Cylinder  Front  Door  Set| 

Wrot  Bronze 

1 

C  3843  j 

7.56 

7.56 

Bit  Key  Front  “  “  | 

ll 

a 

1 

B  3616  | 

3.40 

|  3.40 

an  u  a  a  j 

U 

Steel 

1 

B  3616  | 

1.93 

|  1.93 

Inside  Set 

ii 

U 

1 

2297  | 

.64 

.64 

Inside  Set 

u 

Bronze 

1 

2297  | 

1.75 

1.75 

Sliding  for  Single  Door  | 

u 

Steel 

I 

S  4374  | 

1.60 

1.60 

“  “  Double  Doors | 

u 

ii 

1 

D  4374  | 

2.37 

|  2.37 

Push  Plate  1 

u 

ii 

1 

24  | 

.25  ea. 

.25  ea. 

Cliff  Design  | 

A.  B.  S. 

|  S.  G. 

Cylinder  Front  Door  Set| 

Wrot 

Bronze 

1 

C  705  | 

8.40 

I  8.40 

Bit  Key  Front  “  “  | 

a 

U 

1 

B  570  | 

3.61 

3.61 

u  U  V  u  u 

u 

Steel 

! 

B  570  | 

2.10 

|  2.10 

Inside  Set 

u 

ii 

1 

457  | 

.81 

|  .81 

Inside  Set 

a 

Bronze 

1 

457  I 

1.93 

|  1.93 

Sliding  for  Single  Door  | 

a 

Steel 

1 

S  4304  | 

1.60 

|  1.60 

“  “  Double  Doors| 

a 

U 

1 

D  4304  | 

2.37 

|  2.37 

Push  Plate 

a 

a 

1 

36  | 

.28  ea. 

.28  ea. 

Rim  Lock  Set  With  Jet  knobs. 

Japanned,  No.  331 . 

. 45 

Glass  Push  Plate — Polished  Plate,  No.  42 . Each  .35 

See  page  63  for  finish  abbreviations 
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Inside  Set 


No.  3716 


Glass  Knob  Set 


No.  2281 
No.  2254 
No.  9518 


Glass  Knob  Bath  Set 


No.  113 


Inside  Set 


No.  3954 


Dexter  Tubular  Inside  Set 


No.  1298  V2 


Bath  Set 


Bath  Set 


No.  125 


No.  021 


Cleveland  Window  Glass  &  Door  Co. 
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SECTIONAL  LOCK  SETS 


See  page  66 


Hexagon  Knob  Design 


Cylinder  Front  Door  Set  No.  1131  Cast  Bronze  D.  B .  9.75 

Bit  Key  “  “  “  No.  3070  “  “  “  . 4.25 

Inside  Door  Set  No.  3716  “  “  “  . 3.10 


Round  Knob  Design 


Cylinder  Front  Door  Set  No.  1296  Wrot.  Bronze  D.  B . 8.32 

Bit  Key  «  «  «  No.  3079  “  “  “ . 3.10 

Inside  Door  Set  No.  3954  “  “  “ . 1.96 


Glass  Knob  Inside  Sets 


Cast  Bronze  No.  2281..D.B  2.45.  .A. B.S.  2.70.  .S.G.  2.75 
Wrought  Bronze  No.  2254  .D.B.  1.70.  .A. B.S.  1.90.  .S.G.  1.90 
Wrought  Steel  No.  9518. .  D.B.  1.45.  .A.B.S.  1.60.  .S.G.  1.60 


Dexter  Tubular  Inside  Set 
No.  1298  V2 

No  Mortising — Just  Bore  Four  Holes 

D.B.  1.75  O.C.  1.75  N.  1.95 

Wrought  Brass  Trim 

Templates  for  boring  holes  with  each  set. 


Bath  Room  Door  Sets 


Sectional  Design — Wrought  Bronze  No.  125. .  .D.B. &N.. .  .2.00 

Clinton  “  “  Bronze  No.  021 . N . 1.50 

“  “  “  Steel  No.  021 . N . 76 

Glass  Knob  u  “  Bronze  No.  113. .  .D.B. &N.. ..  2.80 

No.  113  and  125  Bath  Sets  trimmed  both  sides. 

No.  021  Bath  Set  trimmed  one  side  only. 

See  page  63  for  finish  abbreviations 
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Cleveland  Window  Glass  &  Door  Co 


FRONT  DOOR  HANDLE  SETS 


No.  249 


No.  T-847 


No.  V-845 


No.  V-842 


No.  T-848 


No.  379 


No.  390  No.  V-844  No.1190 
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FRONT  DOOR  HANDLE  SETS 

Pages  68  and  70 


Cylinder  Set  No.  V-845 — Sand  Brass .  13.80 

a  “  No.  T-847—  Dull  Bronze .  15.60 

*  *  No.  249  — Dull  Brass .  10.80 

“  *  No.  249  — Sand  Brass .  10.80 

*  “  No.  V-842— Sand  Brass .  13.80 

*  *  No.  379  —Polished  Brass .  10.80 

“  “  No.  T-848— Dull  Bronze .  15.60 

u  No.  390  — Polished  Brass .  10.80 

a  “  No.  V-844— Sand  Brass .  13.80 

“  “  No.  190  — Sand  Brass . . .  11.55 

“  “  No.  R-843 — Silver  Grey .  13.80 

a  “  No.  R-843 — Sand  Brass .  13.80 

«  “  No.  T-849— Silver  Grey .  15.10 

*  “  No.  T-849— Sand  Brass .  14.70 

*  a  No.  179  — Sand  Brass .  10.80 

*  “  No.  D-825— Dull  Brass .  15.10 


All  of  above  cylinder  handle  sets  are  Solid  cast  Bronze — 
Sand  Brass  and  Silver  Gray  finished  handles  have  edges 
and  highlights  polished. 

Any  of  these  designs  can  be  furnished  with  bit  key  locks 
at  4.00  less  than  the  cylinder  set  price. 


STORE  DOOR  LOCK  SETS 

Page  70 


Cylinder  Set  No.  863  — Polished  Bronze .  12.30 

-  *  No.  3157  *  “  .  11.00 

•  *  No.  860  •  *  .  12.30 

Store  Door  Sets  have  handles  both  sides. 

Garage  Door  Lock  Set  No.  1050  .  4.20 

Cylinder  Padlock  No.  47 . .  1.25 
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FRONT  DOOR  HANDLE  SETS 


No.  R-843  No.  T-849 


No.  179  No.  D-825 


STORE  DOOR  HANDLE  SETS 


No.  3157 


Cylinder 
Garage  Door 
Lock  Set 


Cylinder 

Padlock 


No.  863 


No.  1050 


No.  47 


Cleveland  Window  Glass  &  Door  Co. 


T1 


CYLINDER  NIGHT  LATCH 


No.  907 

Case  2J4  x  3r . 1.45 

No.  910 

Case  2 H  x  ...  .1.60 
Japanned 


No.  907  and  910 


RIM  NIGHT  LATCH 


Case  x  3j£*\  . . . 
Japanned 


No.  595 


DEXTER  TUBULAR  NIGHT  LATCH 


No  Mortising 
Just  Bore  Four  Holes 
2j£r  Backset 
Wrought  Brass  Trim 

D.  B . 1.20 

O.  C . 1.20 


No.  1297 


FRENCH  WINDOW  SET 


1*  Backset 

No.  205  Wrought  Steel 
D.  B . 1.45  S.  G . 1.75 

No.  206  Wrought  Bronze 
D.  B . 2.20  S  G . 2.60 


Outside 


Inside 


Nos.  205  and  206 


See  page  63  for  finish  abbreviations 
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DOOR  BUTTS  AND  HINGES 


Standard  Butt 


No.  220 


Half  Surface  Butts 


No.  480  No.  344 


Parliament  Butt 


No.  244 


Double  Acting  Floor  Hinge 


No.  510 


Cleveland  Window  Glass  &  Door  Co. 
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DOOR  BUTTS  AND  HINGES 

See  page  72 


Standard  Loose  Pin  Door  Butt  No.  220 


Wrought. Steel 

D.B. 

O.C.  | 

A.B.S.I  S.G. 

!  N. 

P.B. 

J. 

2K  x  2 A' 

|  .24 

.24 

.28  |  .31  . 

3  x  3  ' 

|  .25  |  .25 

|  .30  |  .34 

•32  | . 

! . 

3^x3^' 

|  .26 

|  .26 

1  1  .37 

|  .35  j  .26 

|  .23 

4  x4  ' 

|  .36 

.36 

.41  |  .48 

.45  |  .36  | . 

4  x  6  * 

i  .89 

|  .89 

1.07  |  1.14 

. i . 

1 . 

4  x7K' 

|  1.00 

|  1.00  |  1.34  |  1.44 

. i . i . 

Standard  Loose  Pin  Door  Butt  No.  210 


Cast  Bronze 

Dull  Brass 

Nickel 

Polished  Br’ze 

3  x  3  u 

1.85 

2.00 

I 

1.85 

3^  x  3^" 

2.10 

2.30 

1 

2.10 

4  x  4" 

2.98 

3.28 

1 

2.98 

Light  Loose  Pin  Butt  No. 

240 

Wro't  Steel  | 

D.B. 

|  O.C. 

|  A.B.S. 

S.G. 

N. 

2^x2"  | 

.20 

.20 

.23 

.29 

.27 

2 #  x  I'A" 

.21 

.21 

.25 

.31 

.29 

3  x  y 

.25 

.25 

.30 

.34 

.32 

Light  Narrow  Loose  Pin  Butt  No.  267 


Wro’t  Steel 

D.B. 

O.C. 

|  A.B.S  | 

S.G. 

N. 

2  x  I**' 

.17 

.17 

.22 

.26 

.24 

2K  x  1H' 

.20 

.20 

.25 

.29  | 

.27 

Half  Surface  Butt  No.  480 


Wrought  Steel  | 

D.B. 

O.C. 

A.B.S. 

S.G. 

N. 

| 

.37 

.37 

.43 

.52 

.48 

V 

.50 

.50 

.55  j 

.66 

Half  Surface  Butt  No.  344 


Wrought  Steel 

D.B. 

O.C. 

A.B.S. 

S.G. 

N. 

2AU 

.29 

.29 

.32 

.40 

.36 

y/2u 

.37 

.37 

.42 

.50 

.46 

V 

.49 

.49 

.54 

.62 

Parliament  Butt  Loose  Pin  No.  244 
Wrought  Steel  Dull  Brass 


Width  open,  3tf  ' . 38 

“  “  4'... . 42 

*  “  4  >£'.... . 47 

“  “  5' . 52 


ALL  ABOVE  PRICES  ARE  PER  PAIR 


Double  Acting  Floor  Hinge  No.  510 


Wrought  Steel 

D.B. 

O.C. 

A.B.S. 

S.G. 

N. 

1  yi  to  1 K'  Doors  | 

.85 

.85 

.95 

1.00 

.95 

See  page  63  for  finish  abbreviations 
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LOCKS  AND  LATCHES 


No.  36 

French  Door  Lock 
Plain  Face 


No.  37 

French  Door  Lock 
Rabbeted  Face 


No.  38 

French  Door  Latch 
Plain  Face 


No.  39 

French  Door  Latch 
Rabbeted  Face 


No.  251 

Closet  Spindle 


No.  035 

Mortise  Inside  Lock 
Standard  Backset 


No.  1000 

Mortise  Inside  Latch 
2j^r  Backset 


Cleveland  Window  Glass  &  Door  Co. 
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LOCKS  AND  LATCHES 


See  page  74 


French  Door  Lock  No,  36 


Plain  Face — Cast  Bronze — Reversible 
Two  Sizes 

1  K"  Backset . O.C.  1.26  D.B.  1.26  A.B.S.  1.32  S.G.  1.40 

IK"  Backset . O.C.  1.26  D.B.  1.26  A.B.S.  1.32  S.G.  1.40 


French  Door  Lock  No.  37 


IK" 

IK" 


Rabbeted^Face — Cast  Bronze — Not  Reversible 

Two  Sizes 

Backset . O.C.  2.05  D.B.  2.05  A.B.S.  2.15  S.G.  2.23 

Backset . O.C.  2.05  D.B.  2.05  A.B.S.  2.15  S.G.  2.23 


Note — In  ordering  French  Door  Locks,  specify  Backset 
and  if  Rabbeted,  specify  if  right  or  left  hand  is  required. 


French  Door  Latch  No.  38 
Plain  Face — Cast  Bronze — Reversible 
IK"  Backset . O.C.  .63  D.B.  .63  A.B.S.  .66  S.G.  .70 


French  Door  Latch  No.  39 
Rabbeted  Face — Cast  Bronze — Reversible 
IK"  Backset . O.C.  1.33  D.B.  1.33  A.B.S.  1.40  S.G.  1.47 


Closet  Spindle  No.  251 
Cast  Iron — Spindle — IK*  Rose 
D.  B.  .30  O.C.  .30  A.B.S.  .33  S.  G.  .35  N.  .33 


Closet  Latch  No.  1000 

Wrought  Steel  Front — 2 K*  Backset — Reversible 
D.  B.  .28  O  C.  .28  A.B.S.  .30  S.  G.  .32  N.  .30 


Mortise  Inside  Lock  No.  035 
Standard  Backset — Easy  Spring — Reversible 
Steel  Front  with  Iron  Bolts 

D.  B.  .42  O.  C.  .42  A.  B.  S.  .44  S.  G.  .47  N.  .44 

Cast  Bronze  Front  and  Bolts 

D.  B  .88  O.  C.  .88  A.  B.  S.  .93  S.  G.  .98  N.  .93 

See  page  63  for  finish  abbreviations 
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FRENCH  DOOR  HARDWARE 


No.  61 

Lever  Handle 


No.  705 
Lever  Handle 


No.  032 
Lever  Handle 


*'  No.  038 
Flush  Drop  Handle 


No.  052 

Flush  Drop  Handle 


No.  722 

Cut  Glass  Knob  and  Rose 


No.  80 
Glass  Knob  and  Rose 


No.  9172 

Cast  Bronze  Knob  and  Rose 


No.  9635 

Glass  Knob  and  Rose 


No.  144 

Key  Escutcheon 


Cleveland. Window  Glass  &  Door  Co. 
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FRENCH  DOOR  HARDWARE 


See  page  76 


Lever  Handle  No.  61 
Cast  Bronze 

Handle  3>£r  long;  Rose  1%  x  2’ 

Dull  Brass . .  1.23  ©a. 


Lever  Handle  No.  705 
Cast  Bronze 

Handle  3j4g  long;  Rose  2  x  2g 

D.  B . 1.47  ea.  A.  B.  S . 1.54  ea. 

Lever  Handle  No.  032 
Cast  Bronze 

Handle  2'$4g  long;  Rose  1*4  x  2g 
O.C.  . .  1.10  ea.  D.B. . .1.10  ea.  A.B.S.  1.15  ea.  S.G ...  1.20  ea. 

Key  Escutcheon  No.  617 
Cast  Bronze 

1  x*  X  \H'  D.  B . 25  ea.  A.  B.  S . 28  ©a* 

Drop  Handle  Flush  Cup  No.  038 
Cast  Bronze  1}4  x  1^4  g 

O.C.  .  .1.18  ea.  D.B . 1.18  ea.  S.G. ..  1.30  ea- 


Drop  Handle  Flush  Cup  No.  052 

Cast  Bronze.  1  yi  x  1  }iw 

O.C.  ..1.18  ea.  D.B. .  .1.18  ea.  A.B.S  .1.24  ea.  S.G. .  .1.30  ea. 


Genuine  Cut  Glass  Knob  and  Rose  No.  722 
Knob  2*  diam.  Rose  2g  diam. 

Wrought  Bronze — Dull  Brass . 1.75  ea. 

Glass  Knob  and  Rose  No.  80 
Cast  Bronze  Shank  and  Rose,  Knob  1^4*,  Rose  1H" 
O.C....75ea.  D.B...  .75  ea.  A.B.S.  .85  ea.  S.G _ 95  ea. 


Cast  Bronze  Knob  and  Rose  No.  9172 
Knob  1^4  "y  Rose  1}4 g 

O.C...94ea.  D.B...  .94  ea.  A.B.S.  .97  ea.  S.G ...  1.00  ea. 

Glass  Knob  and  Rose  No.  9635 
Wrought  Bronze  Rose,  2"  Diam.  Knob,  2}4g  Diam. 

D.  B.,  .65  ea.  Knob  A.B.S.,  .75  ea.  Knob  O.C.,  .70  ea.  Knob 
S.  G.,  .80  ea.  Knob  N.  .75  ea.  Knob 

*  _ 

Key  Excutcheon  No.  144 

Wrought  Bronze,  1*4  x  1$4" 

D.B.,  .09ea.  A.B.S.,  .10ea.  O.C.,  .09ea.  S.G.,  .Ilea.  N.,  .10ea. 


See  page  63  for  finish  abbreviations 
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BOLTS 


No.  34 


No.  451 
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BOLTS 

See  page  78 

Mortise  Knob  Bolt  No.  397 
Wrought  Steel 

f6x3"  D.B.  .14  O.C.  .14  A.B.S.  .17  S.G.  .23  N  .20 

H  x  6"  D.B.  .28  O.C.  .28  A.B.S.  .31  S.G.  .33  N  .32 


Mortise  Flush  Bolt  No.  Oil 
Cast  Iron  1x6" 

D.B . 47  O.C . 47  A.B.S . 49  S.G . 53 


Surface  Bolt  No.  021 

Cast  Iron  Half  Round  Rod 


4"  Dull  Brass . 28 

6"  *  “  32 

12"  *  *  36 


Flush  Extension  Bolt  No.  313 
Cast  Bronze  x  6";  Rods  6",  9"  or  12"  Long 
D.B . 1.13  O.C .  1.13  A.B.S......  1.26  S.G...  1.35 


Cremorne  Bolt  No.  31 
Cast  Bronze — 3X*  Lever  Handle 
§4*  Half  Round  Rods — Reversible 

Dull  Brass  Finish  with  Trim  one  side .  7.15 

*  «  «  “  two  sides .  8.85 

Can  furnish  with  either  lever  handle  or  knob 


Mortise  Door  Bolt  No.  451 
Bronze  Knob  and  Rose — Steel  Bolt,  Rack  and  Pinion 
D.  B.,  .35  O.  C.,  .35  A.  B.  S.,  .38  S.  G.,  .40  N.,  .38 


Barrel  Bolt  No.  34 

Wrought  Steel — Japanned,  4" . 15 

See  page  63  for  finish  abbreviations 
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CASEMENT  HARDWARE 


Swing-out 
Casement  Operator 


Friction 

Adjuster 


Nos.  01&03 


No.  07 


Friction  Adjuster 


No.  45 


Casement  Fastener 


No.  018 


Swing-in  Casement  Adjuster 


No.  411 

Swing-out  Casement  Adjuster 


No.  415 

Casement  Fastener  Strikes 


Mortise  Rim  Surface 


Cleveland  Window  Glass  &  Door  Co. 
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CASEMENT  HARDWARE 

Swing-out  Casement  Operator  No.  01 
Solid  Brass —  for  Sash  14"  to  30"  Wide 
Can  be  used  on  top  of  or  under  stool —  3>£"  to  8"  Wide 
D.  B.  4.40  0.  C.  4.40  A.  B.  S.  4.85  S.  G.  4.85  N.  4.60 

Swing-out  Casement  Operator  No.  03 
Same  as  No.  01 —  except  made  of  Steel 
D.  B.  2.70  O.  C.  2.70  A.  B.  S.  3.00  S.  G.  3.00  N.  2.85 

In  ordering  above  operators — specify  whether  right  or  left  hand 

Friction  Adjuster  No.  07 
Heavy  Steel  Plated  for  swing-in  or  swing-out  sash 
Dull  Brass . 60  Zinc  Finish . 55 

Friction  Adjuster  No.  45 
Wrought  Steel — 10"  Long  Closed;  18"  Long  Open 
For  swing-in  or  swing-out  sash 

Dull  Brass . 1.00  Galvanized . 91 

Lever  Handle  Casement  Fastener  No.  018 
Cast  Iron  Plate,  1^x2" 

D.  B.,  .19  O.  C.,  .19  A.  B.  S.,  .21  S.  G.,  .23  N.#  .21 

Lever  Handle  Casement  Fastener  No.  843 
Cast  Bronze  Plate  1^  x  2' 

D.  B., . 46  P.  B . 46  S.  G . 50 

T  Handle  Casement  Fastener  No.  019 
Cast  Iron — Plate  \  x  1 

D.  B.,  .14  O.  C.,  .14  A.  B.  S.,  .16  S.  G.,  .17  N.,  .16 

T  Handle  Casement  Fastener  No.  819 
Same  as  No.  019  in  Cast  Bronze.  D.  B.,. .  .40  P.  B . 40 

Flat  T  Handle  Casement  Fastener  No.  543 
Cast  Iron — Plate  1  x  1^" 

D.  B . 14  O.  C . 14 


Swing-in  Casement  Adjuster  No.  411 

Hw  Rod 


Cast  Iron,  . . 

. 10" 

D.  B.,  .53  A.  B.  S.,  .59 

S.  G., 

.65 

m  u 

. 12" 

“  .  .56  “  .62 

a 

.68 

Cast  Bronze, 

. 10" 

“  1.51  "  1.66 

u 

1.83 

a  u 

.  .  .  .12" 

“  1.60  “  1.76 

a 

1.94 

Swing-out  Casement  Adjuster  No.  < 

415 

H'  Rod 

Cast  Iron,  . . 

. 10" 

D.  B.,  .45  A.  B.  S.,  .50 

S.  G., 

.55 

u  a 

. 12" 

“  .46  “  .51 

a 

.56 

Cast  Bronze, 

.  .  .  .10" 

“  1.40  "  1.54 

u 

1.63 

u  u 

.  .  .  .12" 

“  1.48  “  1.70 

u 

1.80 

Note — In  ordering  Casement  Fasteners,  specify  kind  of 
strike  desired.  See  page  80. 


Mortise  Strike  for  swing-out  sash,  singles  only. 

Rim  Strike  for  swing-in  sash,  singles  only. 

Surface  Strike  for  swing-out  or  swing- in  sash,  pairs  only 

See  page  63  for  finish  abbreviations 
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PULL  KNOBS  AND  CATCHES 


No.  439  No.  70  No.  100 


No.  198 


No.  1350 


No.  10 
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PULL  KNOBS  AND  CATCHES 

Glass  Pull  Knob  No.  439 

K'  D.  B . 26  IK'D.  B . 30  IK'  D.  B . 32 

K'N . 30  IK'N . 32  IK'N . 35 

Glass  Pull  Knob  No.  100 

K' . 11  1 K' . 15  IK' . 18 

Opal  Pull  Knob  No.  0-100 

K' . 21  IK' . 27 

Wrought  Brass  Pull  Knob  No.  198 

K'  D.  B . 11  IK'D.  B . 12  IK' D.  B . 13 

K'N . 12  IK'N . 13  IK'N . 14 

Wrought  Steel  Pull  Knob  No.  70 
IK' only  D.  B . 07  N . 08 

Bullet  Catch  No.  11 

K  x  K'  Brass . 09  Plain  Steel.. . . 06 

Friction  Catch  No.  10 

H  x  IK'  Wrought  Steel.  D.  B . 15  N . 16 

CUPBOARD  HARDWARE 

Dexter  Cupboard  Latch  No.  1350 

Wrought  Brass — 1"  Backset — Bolt  K'  Diam. 

D.B . 50  N . 55 

Cupboard  Turn  No.  134 
Wrought  Steel,  2  x  IK' 

D.  B.,  .11  0.  C.,  .11  A.  B.  S.,  .12  S.  G.,  .13  N.,  .12 

Cupboard  Turn  No.  816 
Cast  Bronze,  2  x  IK' 

D.B . 51  N . 56 

Cupboard  Turn  No.  817 

Wrought  Bronze,  2  x  IK' 

D.B . 27  N . 30 

Cupboard  Hinge  No.  441 
Fleur  De  Lis  Design — Wrought  Steel  Loose  Pin 
D.  B.,  .12  O.  C.,  .12  A.  B.  S.,  .14  S.  G.,  .15  N.,  .14 


Medicine  Cabinet  Turn  No.  136 
Wrought  Steel  1A  x  IK'  N . 12 

Medicine  Cabinet  Turn  No.  815 
Wrought  Bronze  1A  x  IK'  N . 22 

Drawer  Pull  No.  330 
Wrought  Steel,  3K' 


D.  B.,  .03  O.  C.,  .03  A.  B.  S.,  .04  S.  G.,  .05  N.,  .04 

Drawer  Pull  No.  852 

Wrought  Bronze,  3K' 

D.  B . 07  N . 09 

Drawer  Lock  No.  192 

Wrought  Steel,  IK  x  IK'*  Backset,  K'  for  K'  Wood 

Two  Keys 
.50  each 

Drawer  Lock  No.  892 
Wrought  Brass — Same  as  No.  192,  .61  each 

Shelf  Rest  No.  16 

Wrought  Steel,  K'  Pin.  D.  B.,  .21  doz. 

Elbow  Catch  No.  97 
Iron  Japanned,  .55  doz. 

Elbow  Catch  No.  98 
Cast  Brass,  D.  B.,  1.20  doz. 


See  page  63  for  finish  abbreviations 
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DOOR  KNOCKERS 


No.  978 

SH  x  4^' 

D.  B . 8.80 

A.  B.  S . 8.80 


No.  315 
6^x5' 

D.  B . 9.98 


No.  245  No.  970 

7^x4^'  8x2^' 


No.  973 

sy2  x  3' 


D.B . 9.98  D.B . 2.45  D.B . 2.10 


All  above  Door  Knockers  are  Solid  Cast  Bronze. 


See  page  63  for  finish  abbreviations 


Cleveland  Window  Glass  &  Door  Co 


85 


WINDOW  AND  SASH  HARDWARE 


Sash  Lock  No.  174 

Cast  Iron, 

D.  B.,  .07  0.  C.,  .07  A.  B.  S.,  .08  S.  G.,  .09 

N.,  .08 

Sash  Lock  No.  293 

Cast  Bronze 

D.  B.,  .38  A.  B.  S.,  .42  P.  B.,  .38  S.  G.,  .46 

N.,  .42 

Bar  Sash  Lift  No.  546 

Cast  Iron,  1  yi  x  4' 

D.  B.,  .04  O.  C.,  .04  A.  B.  S.,  .05  S.  G.,  .06 

N.,  .05 

Bar  Sash  Lift  No.  846 

Cast  Bronze,  x  4' 

D.  B.,  .20  O.  C.,  .20  A.  B.  S.,  .22  S.  G.,  .25 

N.,  .22 

Hook  Sash  Lift  No.  165 

Wrought  Steel 

D.  B.,  .02  O.  C.,  .02  A.  B.  S.,  .03  S.  G.,  .04 

N.,  .03 

Hook  Sash  Lift  No.  841 

Wrought  Bronze 

D.  B . 07  A.  B.  S....  .08  S.  G . 09  N.. 

. 08 

Flush  Sash  Lift  No.  544 

Wrought  Steel,  1^x3" 

D.  B.,  .05  O.  C.,  .05  A.  B.  S.,  .06.  SG.,  .07 

N.,  .06 

Flush  Sash  Lift  No.  844 

Wrought  Bronze,  lj^  x  3 '.  D.B . 09  N. . . , 

. 10 

Window  Stop  Screws  and  Washers  No.  660 

Steel — Oval  Head  Screws,  \1/i"  Long 

D.B _ 1.05  Gross  O.C . 1.05  Gross  A.B.S _ 1.15  Gross 

N . 1.25  Gross 

Transom  Catch  No.  542 

Cast  Iron,  \  x/i  x  2 yi" 

D.  B.,  .20  O.  C.,  .20  A.  B.  S.,  .21  S.  G.,  .22 

N.,  .20 

Transom  Catch  No.  842 

Cast  Bronze,  lj^x2ji'  D.  B. . . 52  N . 

. ....  .57 

Transom  Chain  No.  152 

Wrought  Steel,  12'  Long 

D.  B.,  .19  O.  C.,  .19  A.  B.  S.,  .20  S.  G.,  .21 

N.,  .20 

Transom  Chain  No.  852 

Wrought  Bronze,  12"  Long.  D.  B......  .52  N... 

.....  .57 

Cellar  Window  Set  No.  760. 

Japanned . 16 

Transom  Lift  No.  203 
Xr  Wrought  Steel  Rod 

36'  Long.  D.B . 67  O.C . 67.  A.B.S...  .74  N . SI 

48'  Long  D.  B...  .70 


See  page  63  for  finish  abbreviations 
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SCREEN  AND  STORM  DOOR  HARDWARE 


inside 


No.  710 

Mortise  Screen  Door 
Lock  Set 


Outside 


No.  2441 

Rim  Screen  Door  Lock  Set 


No.  55 

Screen  Door  Check  and  Closer 


No.  1915 

Storm  and  Screen  Sash  Hanger 


SLIDING  SASH  HARDWARE 


No.  347 

Sheave  cr  Roller 


No.  900 
Finger  Pull 


No.  901 
Flush  Pull 


Cleveland  Window  Glass  &  Door  Co. 


87 


SCREEN  AND  STORM  DOOR  HARDWARE 

Mortise  Screen  Door  Lock  Set  No.  710 
Wrought  Steel — IK*  Backset.  Case  2"  x  IK*  x  K* 
Excutcheon,  1 K*  x  4 "f.  'Knob,  IK*-  Lever  Handle,  2" 
D.  B . 84  0.  C . 84 

Mortise  Screen  Door  Lock  Set  No.  104 
Same  as  No.  710.  Except  Wrought  Bronze 
D.  B . 1.54  O.  C . . .  1.54  P.  B .  1.54 

Rim  Screen  Door  Lock  Set  No.  2441 

Cast  Bronze — Case,  2K*  x  1  ]/i” .  Escutcheon,  IK*  x  3^" 
Knob,  IK'-  Lever,  2".  D.  B . . . 1.54 

Screen  Door  Check  and  Closer,  No.  55 
Adjustable  Spring — Only  IK*  clearance  needed. 
Wrought  Steel  and  Iron.  Dull  Brass  Finish . ...1.65 

Screen  and  Storm  Sash  Hanger  No.  1915 
Wrought  Steel,  Japanned,  2W  x  IK* 

.08  per  set 

Screen  and  Storm  Sash  Adjuster  No.  85 

Wrought  Steel — Sherardized  Finish.  Rust-proof 
In  pairs,  rights  and  lefts,  .20  per  pair 


Screen  Door  Turnbuckle  No.  195 
1 4 K *  long.  Japanned,  with  Brass  Turnbuckle . 13  each 

Screen  Door  Spring  Hinge  No.  159 
3V  x  2K*  Loose  Pin.  Japanned 
Encased  Spring,  with  screws . 30  pair 

Screen  Door  Pull  No.  1258 

4K*  long.  Wrought  Steel.  Japanned . 05  each 

Gate  Hook  and  Eye  No.  4 

2K*long.  Bright  Wire . 24  doz. 


SLIDING  SASH  HARDWARE 

Showcase  Sheave  or  Roller  No.  347 
Wrought  Steel  with  Steel  Tires  Running  on  Ball  Bearings 

.15  each 

Steel  Track  No.  34 

K*  wide,  for  No.  347  Sheave . . 07  ft. 

Finger  Pull  No.  900 

Wrought  Brass,  1"  diameter.  D.  B . 02 

Flush  Pull  No.  901 

Wrought  Brass,  1 "  x  2K *•  D.  B . 10 

Flush  Ring  Pull  No,  891 
Cast  Brass,  1"  Diameter 

D.  B . 30  O.  C . 35  S.  G . 35  N . 35 


See  page  63  for  finish  abbreviations 


88 


Cleveland  Window  Glass  &  Door  Co. 


GARAGE  HARDWARE 


No  51 


No.  41 


3  Door  Slide-fold  Set 


3  Door  Slide-fold  Set 


No.  59 


2  Door  Slide-fold  Set 


No.  58 


3  Door  Slide-fold  Set 


No.  9032 


No.  9020 


2  Door  Hinge  Set 


3  Door 

“Around-the-Corner”  Set 
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GARAGE  HARDWARE 

Three  Door  Slide-Fold  Set  No.  51 
Wrought  Steel — Japanned — Flat -.Track 
For  1  Doors  up  to  9'  0"  wide . 5.35  Set 

Three  Door  Slide-Fold  Set  No.  41 
Wrought  Steel — Japanned — Square  Track 
For  IM*  Doors  up  to  9'  0"  wide . 8.00  Set 

Three  Door  Slide-Fold  Set  No.  58 
Wrought  Steel  Japanned — Square  Track 
For  1  Doors  up  to  9'  0"  wide .  9.95  Set 

Three  Door  “Around-the-Corner*’  Set  No.  9020 
Wrought  Steel — Japanned — Flat  Track 
For  1  ¥*’  Doors  up  to  8'  0"  wide . 6.30  Set 

Two  Door  Slide-Fold  Set  No.  59 
Wrought  Steel — Japanned — Square  Track 
For  1  Doors  up  to  8'  0"  wide . 9.25  set 

Two  Door  Hinge  Set  No.  9032 
Wrought  Steel — Japanned . 3.50  Set 

See  Catalogue  pages  129  and  130  for  full  description  of  above 
sets. 

Garage  Door  Holder  No.  147 

Heavy  Steel — Japanned . 1.80  Pair 

Garage  Door  Chain  Bolt  No.  146 
6 9  Cold  Rolled  Steel — Japanned . 46 

Garage  Door  Foot  Bolt  No.  145 
6'  Cold  Rolled  Steel — Japanned . 40 

Garage  Door  Pull  Handle  No.  207 
\l/2W  Wrought  Steel — Japanned . 05 

Garage  Door  Thumb  Latch  No.  105 
Heavy  Steel — Japanned . 25 

Safety  Hasp  No.  315 

6'  Cold  Rolled  Steel— Plain . 20 

Extra  Heavy  T  Hinges  No.  40 

10  r  Plain  Steel . . 42  Pair 

Garage  Door  Floor  Guide  No.  114 
Wrought  Steel — Japanned — Adjustable . 40 

Garage  Door  Corner  Plates  No.  115 
Wrought  Steel — Japanned .  . 40  per  set  of  four 
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MISCELLANEOUS  HARDWARE 


No.  4 

Parlor  Door  Hanger 


No.  20-A 
Wood  Face 


SASH  CHAIN 
Copper  Finish 

Will  not  cut,  twist  or  stretch.  Looks 
better  than  cord.  Applied  easier  and 
quicker.  Stronger  and  more  durable. 
100  ft.  bags — $1.90.  Will  hang  7  ordi¬ 
nary  windows. 


Removable  Steel 
Clothes  Post 


No.  555 

Carpenters’  Vise 
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MISCELLANEOUS  HARDWARE 


Sliding  Parlor  Door  Hanger  No.  4 
Noiseless  Vulcanized  Fibre  Wheels — Steel  Axles 


For  Single  Doors  3'  0*  wide . 4.00  Set 

*  “  “  5' 0"  “  . 5.50  Set 

For  Double  Doors  6'  opening . 9.95  Set 


Complete  with  Track,  Overhead  Stop  and  Floor  Guides. 

Wood  Faces  or  Grilles 

Style  20-A — Square  Mesh.  Suitable  for  wall  or  ceiling 
registers. 

Style  40-C — Oblong  Mesh.  Suitable  for  floor  registers. 

Plain  oak  only.  . . .  Either  Style . 60  per  square  foot 

Removable  Steel  Clothes  Post  No.  2 
\}4n  Diameter  Steel  Tubing .  2.50  each 

Iron  Clothes  Post  No.  21 
2$iw  diameter,  with  cross-cleat  near  top 
9'  6"  high .  1.65  Each 

Iron  Stanchion  No.  81 
Fitted  with  Cap  and  Base.  Painted  Black 

4'  Diameter  .  .6'  0",  1.90  6'  6",  2.05  7'  O',  2.20  7'  6",  2.35 

5r  Diameter  .  .6'  0",  2.80  6'  6',  3.00  7'  O',  3.20  7'  6',  3.40 

Carpenters’  Vise  No.  555 

Fastens  to  anything .  2.52  Each 

Floor  Door  Stop  No.  351 
Wrought  Bronze,  Rubber  Bumper 
D.  B.,  .22  O.  C.,  .22  A.  B.  S.,  .24  S.  G.,  .26  N.,  .24 

Base  Door  Stop  No.  640 
Wrought  Steel,  Long,  Rubber  Bumper 
DB,  .14  OC,  .14  A.  B.  S.,  .16  S.  G.,  .17  N.,  .16 

Hand  Rail  Bracket  No.  200 

Cast  Iron.  3  '  Extension 

D.  B . 19  O.  C . 19  S.  G., . 22 

Coat  and  Hat  Hook  No.  14 

Cast  Iron,  3  £'4' 

D.  B . 62  doz.  O.  C . 62  doz.  N . 68  doz. 

Wire  Coat  and  Hat  Hook  No.  123 


3"  Coppered  Finish . 18  Doz. 

Cottage  Thumb  Latch  No.  104 

Wrought  Steel — Japanned . 12 

Light  T  Hinge  No.  30 

Plain  Wrought  Steel — 6"  long . 14  Pair 


Corner  Brace — Angle  Steel.  $4"  x  2}4".  No.  130..  .28  Doz. 

Corner  Brace — Flat  Steel.  ^"x3".  No.  131 . 25  Doz. 

Sash  Cord — Braided  Cotton.  No.  7. .  .1.10  Per  hundred  feet 

Sash  Chain  (See  Page  90) .  1.90  Per  hundred  feet 

Sash  Weights — Cast  Iron . 3.00  Per  hundred  pounds 

Sash  Pulley — Cast  Iron.  1  yi"  x  4 >2  '  Face,  2'  wheel.  ..80’4Doz. 
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IRONTON  BUNSEN  HEATERS 


No.  24 


No.  92- A 


No.  62 
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IRONTON  BUNSEN  HEATERS 

Radiant  Heater  with  Andirons 

These  heaters  have  the  famous  Ironton  Bunsen  Burners 
which  burn  and  re-burn  the  gas  until  every  available  atom  has 
been  turned  into  heat. 

The  special  designs  distribute  the  heat  evenly  to  every  nook 
and  cranny  of  the  room. 

No  Gas  Wastage  No  Disagreeable  Odors 

Two  Sizes 

No.  91-A  Height  20^"  Width  29"  7  Radiants .  27.45, 

No.  92-A  “  20)4"  “  33"  10  “  .  33.05 

Antique  Brass,  Statuary  Bronze  or  Antique  Nickel  Finish. 


Radiant  Heater 
Quicker  Heat  with  Less  Gas 

Throws  clean,  healthful  heat  along  the  floor  where  the  cold 
air  naturally  lies. 


Two  Sizes 

No.  91  Height  20^"  Width  19"  7  Radiants .  23.15 

No.  92  “  20^"  “  23"  10  “  .  28.75, 

Antique  Brass,  Statuary  Bronze  or  Antique  Nickel  Finish. 


Fireplace  Heater  No.  24 


Ironton  Bunsen  Burner — Asbestos  Back 


10  Tube,  24  W" 

Wide,  9" 

Deep,  30)4" 

High 

Ant.  Brass. .  .23.95 

10 

“  24^" 

a 

9" 

“  30)4" 

u 

Stat.  Bronze.  23.95, 

10 

“•  24^" 

a 

9" 

“  30)4" 

u 

Brush  Brass.  23.95 

13 

“  30)4" 

u 

9" 

“  30)4" 

ti 

Ant.  Brass .  .  .27.95 

13 

“  30^" 

a 

9" 

“  30)4" 

u 

Stat.  Bronze. 27. 95 

13 

“  30K" 

u 

9" 

“  30)4" 

« 

Brush  Brass.. 27. 95 

Wall  Heater  No.  17-A 

Ideal  for  Bathrooms,  Bedrooms  or  Hall.  Equipped  with  six 
Bunsen  Tubes  and  the  body  of  the  heater  is  insulated  with, 
heavy  asbestos  board  and  a  double  cold  air  current  circulates, 
all  around  it  and  eliminates  all  possibility  of  setting  fire  to  the 
wall.  Approved  by  National  Board  of  Underwriters. 

Extreme  size  border,  17)4"  x  24". 

Size  of  back,  13^4"  x  21^" — 4"  Deep. 


White  Enamel  Finish . . . 16.75, 

Nickel  Plate  or  Statuary  Bronze  Finish . . . 12.15 


Heater  No.  62 

Distinctive  in  design  and  attractive  in  appearance.  Body 
constructed  of  26  gauge  sheet,  highly  polished  with  nickel 
plated  feet  and  corners. 


Bunsen  Tubes 


No.  68  4  Tubes,  8^"  Wide,  20"  High . 4.50 

No.  60  6  “11"  “  20"  “  5.00 

No.  69  7  “  12^  “  20"  “  5.50* 

No.  61  9  “15"  “  20"  “  6.40 

No.  62  11  “  18"  “  20"  “  8,0Q, 
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MISCELLANEOUS  HARDWARE 


No.  150 


No.  86 


Coal  Chute  Ash  Eit  Door 


No.  140 


Package  Receiver  Ash  Dump 


No.  24 


Fireplace  Basket 


Fireplace  Dampers 


No.  224 


No.  124 
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MISCELLANEOUS  HARDWARE 


Coal  Chute  No.  150 

Cast  Iron  Frame  and  Door,  Hinged  at  top.  Two  styles  of 
door,  one  all  cast  iron  and  one  cast  iron  frame  with  heavy  wire 
glass. 

Furnished  either  with  or  without  hopper. 

Door  latches  automatically  when  shut  and  can  only  be  opened 
from  the  inside. 

24'  Wide,  9  '  Deep,  17  '  High.  Cast  Iron  Door,  No  Hopper  8.40 
24'  “  9'  “  17'  “  Glass  Door,  No  Hopper  ..  10.30 

24'  “  13'  “  17'  “  Castlron  Door,  No  Hopper  9.80 

24'  “  13'  “  17'  “  Glass  Door,  No  Hopper....  11.20 

24'  “  13'  “  17'  “  Glass  Door,  With  Hopper. 13.10 

24'  “  13'  °  17'  “  Cast  Iron  Door  with  Hopperll. 20 


Ash  Pit  Door  No.  86 

Cast  Iron,  with  lugs  on  flange  to  bind  into  masonry.  Door  has 
ground  seat  and  tight  latch. 

7'  x  9' .  .75  8'  x  10' . 85  10'xl2'....  1.30 


Package  Receiver  No.  140 

A  Steel  Box  with  cast  iron  doors  and  door  frames,  fitting  into 
the  wall  and  accessible  from  inside  and  outside.  The  lock  of 
the  outer  door  is  controlled  by  a  lever  from  inside.  For  wood  or 
brick  wall. 

One  compart’ t  13#'  wide,  1 1 '  high  for  9 '  wall .  7.35 

Two  “  20#'  “  10#'  “  for  6',  9'  or  13'  wall.  8.40 

Ash  Dump  No.  58 

Smooth  Top,  Opening  size  5'  x  8' . 50 


Fireplace  Basket  No.  24 

Removable  Ends  Tapering  Toward  Rear 
Made  in  Four  Sizes 


24'  Front,  15'  Deep,  12#'  Back .  6.30 

28'  “  15'  “  16#'  “  7.00 

30'  “  15'  “  18#'  “  7.35 

34'  “  15'  “  22#'  “  8.05 

40'  “15'  “  28#'  “  .  9.45 


Fireplace  Damper  No.  224 

A  combined  Throat  and  Damper  that  is  conveniently  operated 
by  engaging  a  ring  in  the  lever  arm  with  the  hook  of  an  ordinary 
poker.  Has  a  wide  flange  in  front  that  forms  a  strong  lintel 
for  the  support  of  brick  above  the  fireplace. 


24'  Front 
30'  “ 

36'  “ 

42'  “ 

48'  “ 

54'  “ 

60'  “ 


3.50 

4.00 

4.55 

5.55 
6.20 

11.20 

12.65 


Fireplace  Damper  No.  124 

Ratchet  Type,  poker  controlled.  Has  an  additional  sliding 
shutter  which  facilitates  adjustment  of  draft. 


24'  Front .  2.10 

26'  “  2.25 

28'  “  2.55 

30'  “  2.65 

32'  “  2.80 

36'  '  3.40 

42'  «  3.65 

48'  “  4.45 
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GOOD  PAINT  THINGS 


In  this  section  we  quote  net  wholesale  prices  on  a 
few  important  paint  things  of  interest  to  contractors, 
builders  and  owners. 

We  know  the  quality  of  all  the  products  that  we  sell 
or  make  and  we  are  conservative  in  the  claims  made 
for  them.  You  can  depend  upon  every  statement  we 
make  regarding  quality.  Our  lines  include  some  of 
the  best  known  brands  on  the  market,  also  products 
made  in  our  own  factory. 


Net  Prices 

Prices  when  quoted  in  PLAIN  NET  FIGURES, 
as  shown  here,  can  be  quickly  judged.  Net  prices 
save  figuring,  avoid  mistakes  and  make  comparisons 
easy.  We  like  comparisons. 

While  these  prices  are  subject  to  change  with  the  mar¬ 
ket,  most  of  them  will  be  as  quoted  until  our  next  issue  of 
this  price  list. 


Service 

Quick  delivery  and  furnishing  the  right  material 
for  each  purpose  are  important  features  to  paint 
buyers. 

Our  immense  jobbing  stocks  of  everything  required 
for  interior  and  exterior  work  and  our  modern  paint 
and  varnish  factory,  enable  us  to  give  very  prompt 
delivery  at  all  times. 

We  have  studied  painting  materials  for  years  and 
will  gladly  advise  you  as  to  the  correct  methods  and 
materials  to  use  to  get  best  results  economically. 

No  obligation  is  incurred  for  asking  for  such  infor¬ 
mation  whether  you  buy  from  us  or  not. 

If  you  do  not  find  what  you  want  in  this 
book,  send  for  our  complete  36-page  paint 
price  list. 
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GOOD  PAINT  THINGS 


Sunshine  Ready  Mixed  Paint 
Best  Quality  Pure  Linseed  Oil  Paint 
Page  41 


Regular  Shades 


Per  Gal. 


5  gal.  kits . 
1  “  cans 

Au 

Au 


.  3.10 

.  3.15 

.  3.30 

.  3.45 

Add  per  Gal- 


Inside  and  Outside  White .  20c 

Medium  Green,  Chrome  Yellow .  40c 

Cherry  Red .  75c 


Riverside  Ready  Mixed  Paint 
Our  Second  Quality 
Page  141 
Regular  Shades 


Per  Gal. 

5  gal.  kits .  2.25 

1  "  cans . 2.30 

“  2.45 

Window  Blind  Green  and  Vermillion . add  per  gallon,  40c 


Permatone  Barn  and  Metal 
The  Best  We  Can  Make 
Page  142 

Per  Gal. 


Barrels  (Red) . 1.80 

A  Barrels  •“  1.85 

5  Gal.  Can  “  .  2.00 

1  Gal.  Can  *  . . 2.05 


Gray  60c  gal.  advance. 


Riverside  Barn  and  Tinners  Red 
Second  Quality 
Page  142 

Per  Gal 


Barrels .  1.40 

A  Barrels .  1.45 

5  Gal.  Can . . .  1.55 

1  Gal.  Can .  1.60 


Gray  50c  Gal.  Advance  over  Red. 

Page  numbers  refer  to  our  catalogue  No  167. 
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GOOD  PAINT  THINGS 


(Continued) 


Sunshine  Floor  Paint 
Page  141 


1  Gal.  Can  . 

Y  Gal.  Can 

Y  Gal.  Can 


Per  Gal. 

.  . .  2.85 
.  ..  3.05 
.  .  .  3.20 


Sunshine  Porch  Floor  Paint 
Page  141 

Per  Gal. 


1  Gal.  Can .  3.15 

Y  Gal.  Can .  3.30 

Y  Gal.  Can .  3.45 


Sunshine  Concrete  Paint 

For  Brick  and  Concrete  Interior  and  Exterior.  Dries  dull. 

Page  142 

Per  Gal. 


Bairels .  2.80 

Y  Barrels. .  2.90 

5  Gal.  Can .  3.00 

1  Gal.  Can .  3.05 

Y  Gal.  Can . .  .  3.22 


Sunshine  Velvetone  Shingle  Stain 
Various  shades  of  Greens,  Reds  and  Browns 

Page  142 

Per  Gal. 


Barrels .  1.00 

Y  Barrels .  1.05 

Less .  1.25 


Grays  25c.  per  gal.  Advance. 


Sunshine  C.  A.  Wood  Preserver 
Used  on  Wood  in  exposed  places  and  underground 

Prevents  Dry  Rot 
Page  142 

Per  Gal. 


Barrels . . . 61 

Less . 90 


Artisan  Graining  Colors 

In  eight  shades,  light  oak,  dark  oak,  walnut,  maple,  cherry, 
ash,  mahogany,  and  chestnut. 

Per  lb 


Page  numbers  refer  to  our  Catalog  No.  167 
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GOOD  PAINT  THINGS 


(Continued) 


Duredec  Flat  Wall  Finish 
..  Page  144 

Washable  Linseed  Oil  Paint 


Per  Gal 


Barrels .  2.15 

yi  Barrels .  2.20 

5  Gal.  Can .  2.35 

1  Gal.  Can .  2.40 

yi  Gal.  Can .  2.55 

yi  Gal.  Can .  2.70 


(To  be  mixed 


5  Gal.  Can  . 
1  Gal.  Can  . 
]/2  Gal.  Can 


Duredec  Wall  Sealer 


with  Flat  Wall  Finish  for  the  first  coat) 


Page  144 


Per  Gal. 


1.90 

2.00 

2.20 


Duredec  Mill  White 
Gloss  Finish 
Page  144 

Per  Gal. 


Barrels .  2.75 

%  Barrels .  2.80 

5  Gal.  Can . 2.95 

1  Gal.  Can .  3.00 


*-ASANITARY-* 

CALCIMINE 

ready  for-  use. 
■After  •  the- Ammon 

of  COLD  WATER. 

f  Dors  HOT  FADE  OR  KUB  OFF. 

Af.Mff.e  rumxo  /?r- 

THE  Mmm.py  , 


Calcimo 

A  Cold  Water  Kalsomine 

Page  145 


White 

Tints 

Barrels,  per  cwt . 

. .  6.25  . 

. 6.75 

100-lb.  Kegs,  per  cwt.  . 

. .  7.00  .  .  . 

. 7.55 

5-lb.  Package,  per  cwt  . 

. .  7.25  . . . 

. 7.75 

Aquaduro  Cold  Water  Paint 
For  Interior  or  Exterior  Use.  White  and  Colors 

Page  145 

White  per  lb. 

400-lb.  barrel . '.  .  .12 

100-lb.  keg . 1 2 

Bulk . .  .  .15 

Factory  White 
Cold  Water  Paint 
Page  145 

Per  lb. 


400-lb.  barrels . 06 

100-lb.  kegs . 06 y4 

Bulk. . 07V2 

Factory  White  Painting  Machine 

Page  145 

No.  0 — 7  Gallon  capacity,  each .  18.00 
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GOOD  PAINT  THINGS 

(Continued) 

SUNSHINE  COLORS  IN  OIL 
Best  Grade 

Prices  below  are  for  1-lb.  and  S-lb.  cans.  In  25  lbs.  2  cents 
less;  12K  lbs.,  1  cent  less  per  pound.  All  net  weight  cans. 

Blacks  Per  lb. 

Best  Drop  Black . 36 

Best  Lamp  Black . 42 

No.  1  Lamp  Black . 36 

Blues  Per  lb. 

No.  1  American  Blue . 75 

Best  Ultramarine  Blue . 52 

Browns  Per  lb. 

Best  Italian  Burnt  Sienna . 34 

Best  Italian  Raw  Sienna . 34 

Best  Turkey  Burnt  Umber  ...... . 30 

Best  Turkey  Raw  Umber. . 30 

Best  Italian  Vandyke  Brown . 35 

Greens  Per  lb. 

Best  Chrome  Green,  Light,  Medium  and  Dark . 35 

Lakes  Per  lb. 

Best  English  Rose  Lake . 56 

Best  English  Rose  Pink . 51 

Best  Turkey  Red  Lake . .  .  .70 

Reds  Per  lb. 

Best  Indian  Red . 36 

Best  American  Vermillion . 42 

Best  Tuscan  Red . 45 

Best  Venetian  Red . 23 

Yellows  Per  lb. 

C.  P.  Chrome  Yellow,  Light,  Medium  and  Dark . 47 

No.  1  Chrome  Yellow,  Light,  Medium  and  Dark . 40 

Best  Yellow  Ochre . 25 

Permatone  Green 

Per  lb. 

25-lb.  cans . . .  . 28 

12^  lb.  Can* . 28 V2 

1  to  5-lb.  Cans . 30 

Sunshine  Ochre 

Per  lb 

12}4-lb.  Cans . 16 

25  -  lb.  Cans . 15V2 

“C”  White  and  Gray  Ochre 

Per  lb. 

12>^-lb.  Cans . 09% 

25  -  lb.  C.ms . 09V^ 

Cleveland  XX  Venetian  Red  and  Yellow  Ochre 

Large  Packages 

Per  lb. 

25  -  lb.  Cans . 11 

12>£-lb.  Cans . 11 V2 

Sunshine  Venetian  Red 
Two  Shades,  Light  and  Dark 

Per  lb. 

12K-lb.  Can* . '. . 16  V2 

25  -  lb.  Can* . 16 
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GOOD  PAINT  THINGS 

(Continued) 

i 

Sunshine  Paste  Filler 
Page  143 

Per  lb. 


25-lb.  Cans . 14 

10-lb.  Cans . 15V2 

5-lb.  Cans . 17  Vi? 

1-lb.  Cans . 22 


Sunshine  Liquid  Filler 

Page  143 

1  Gal.  Can . 

yi  Gal.  Can . 


Each  1.95 
“  1.05 


Sunshine  Penetrating  Wood  Stains 
A  Penetrating  Beniole  Stain  in  10  shades 
Page  143 

Black  and 

Mahogany,  Reg.  Colors 

1  Gal.  Can . 3.30  ...  /,  .  Each  2.37 

K  Gal.  Can . .1.82 .  “  1.35 

X  Gal.  Can . 99 .  “  .76 

yi  Gal.  Can _ ! . 57 .  «  .46 


Sunshine  Varnishes 


Page  143 


Spar 

Durable  Interior 

1  Gal.  Can . 

. Each  3.33  .... 

_  Each  3.25 

yi  Gal.  Can . 

.  «  1.78  _ 

“  1.73 

yi  Gal.  Can . 

.  “  .94  _ 

.  «  .92 

Pale  Interior 

Flat 

1  Gal.  Can . 

. Each  2.80  .... 

. .  .  Each  3.38 

3^2  Gal.  Can . 

.  “  1.50  _ 

.  “  1.84 

yiG al.  Can . 

.  a  .80  .... 

.  “  .98 

Elastic  Floor 

Pale  Floor 

1  Gal.  Can . 

. Each  3.00  .... 

.  Each  2.25 

yi  Gal.  Can . 

.  “  1.60  _ 

.  “  1.27 

yi  Gal.  Can . 

.  “  .85  .... 

.  “  .63 

Extra  Light  Coach 


l 

Gal.  Can . 

. Each 

2.75 

X 

Gal.  Can . 

« 

1.45 

X 

Gal.  Can . 

« 

.83 

In  all  above  5-gal.  cans  5c  less. 


Sunshine  Enamel 
Best  Quality — White  and  Colors 
Page  144 


1  Gal.  Can 
X  Gal.  Can 
X  Gal.  Can 
yi  Gal.  Can 


Per  gal.,  4.80 
..Each  2.47 
..  “  1.28 
. .  “  .69 


Sunshine  White  Enamel  Undercoater 
Page  144 


1  Gal.  Can 
yi  Gal.  .Can 
yi  Gal.  Can 
H  Gal.  Can 


Per  gal.,  3.25 
..Each  1.71 
. .  “  .90 

. .  “  .50 
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GOOD  PAINT  THINGS 

(Continued) 


Pure  Liquid  Shellac 

Page  145 


5  Gal.  Kits,  per  gal 
1  Gal.  Jugs,  per  gal 
A  Gal.  Jugs,  each  . 


White  Orange 

3.65  3.20 

3.70  3.25 

1.95  1.75 


Pumice  Stone 


Page  145 

Bbl. 

100  lbs. 

Less 

FFF-FF-1K . 

.  per  lb. 

5c 

6c 

7c 

F-l . 

u  a 

6c 

7c 

8c 

O' A . 

u  u 

7c 

8c 

9c 

A”~A\  per  lb 


Rubbing  Felt 

Page  145 


2.85 


Sand  Paper 


Best  Grade 
Sheets  9x11" 

Mohawk 

Sheets  8  A  x  10  A  ’ 

Reams 

Quire 

Nos. 

Reams 

Quire 

5.35 . 

. 33 

000—00—0 

4.88 . 

. 29 

5.75 . 

. 35 

A 

5.20 . 

. 32 

6.50 . 

. 38 

1 

5.85 . 

. 35 

7.58 . 

. 43 

1>2 

6.60 . 

. 40 

8.77 . 

. 49 

2 

7.47 . 

. 45 

10.00 . 

. 60 

2  A 

8.45 . 

. 51 

11.47 . 

. 65 

3 

Steel  Wool 

Page  145 

9.53 . 57 

Per  lb 

No.  00  Steel  Wool  (Extra  Fine) . 60 

No.  0  Steel  Wool  (Very  Fine) . 43 

No.  1  Steel  Wool  (corresponds  to  Nos.  0  and  A  Sand  Paper)  .33 

No.  2  Steel  Wool  (corresponds  to  No.  1  Sand  Paper) . 30 

No.  3  Steel  Wool  (corresponds  to  No.  \A  Sand  Paper) . 26 


Glues 


Page  146 


Bbl. 

Less 

D  D.  Flake,  per  lb . 

.  .  .  .44 

.48 

B.  B.  Clear,  per  lb . 

. . .  .28 

.30 

A.  A.  Clear,  per  lb . 

.  .  .  .45 

.50 

G.  G.  Ground,  per  lb . 

. ..  .15 

.18 

E.  E.  Ground  Hide  Stock . 

- 

.  .  .  .20 

.22 

Page  numbers  refer  to  our  Catalogue  No.  167 
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GOOD  PAINT  THINGS 

(Continued) 

PUTTY 

Commercial 

Per  cwt. 


12^-lb.  pails .  5.00 

25-lb.  pails .  4.75 

100-lb.  tin  lined  tubs .  4.00 


Painters’  and  Glazier’s 

A  high  grade  commercial  putty.  Contains  no  marble  dust 
and  is  ground  in  good  oil. 

Per  cwt. 


12j^-lb.  pails .  5.30 

25-lb.  pails .  5.15 

100-lb.  tin  lined  tubs .  5.00 

Half  bbls.  about  500  lbs.  bulk .  4.85 

Bbls.  about  900  lbs.  bulk . 4.75 

Black  Putty,  25-lb.  pails . 5.40 


Strictly  Pure 

For  extra  fine  work  where  pure  whiting  and  linseed  oil  putty 
is  needed.  Guaranteed  strictly  pure. 

Per  cwt. 


100-lb.  tubs .  6.25 

25-lb.  cans .  6.75 

12^-lb.  cans .  7.00 

DRYERS 

Painters  B.  Grade  5  gal.,  per  gal . 90 

Painters  B.  Grade  1  gal.,  per  gal . .  .  .95 

TURPENTINE  SUBSTITUTE 

XX  Spirits,  less  than  bbls.  per  gal . 65 

Cans  extra 


LINSEED  OIL  \Market . Write  for  prices . . 

WHITE  LEAD  / 


TITE-RUNG  EXTENSION  LADDER 


Page  146 

Up  to  40  ft.  long,  per  ft . 41 

42  ft.  and  over,  per  ft . 46 

PAINTERS’  STRAIGHT  LADDER 

Page  146 

Per  ft . 36 


LADDER  JACKS 

Page  146 

Per  pair .  2.75 

TILLEY’S 
STEP  LADDERS 

Page  146 

Price,  per  ft . 50 
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GOOD  PAINT  THINGS 

(Continued) 

BRUSHES 

Page  147 

XXX  Chinese  Flat  Varnish 


Chinese  Bristles,  Triple  Thick 


Width 

Length 

Each  Width  Length 

Each 

V 

2y  ... 

. 29  2y  2  yy . 

.  .  .71 

1#' 

2LT  - 

. 37  3 '  3 ' . 

.  .97 

2¥ 

iAw . 

. 52 

Velvet  Flat  Varnish 

Extra  Heavy  Long  Chinese  Bristles 

Width 

Length 

Each  Width  Length 

Each 

1#' 

2Htt  . 

.  1.45 

2" 

2W  . 

. .68  3#'  3 A* . 

.  .  1.85 

2#' 

iy . 

. 1.04 

Black  Cutter  Flat  Sash 

Practical  Painters’  Sash  Tool,  Long  Handle 

Width 

Length 

Each 

1  '.  . 

2  " 

.28 

\AU . . 

.37 

2  ' . iy * . 52 


Crow  Oval  Varnish 
Chinese  Bristles,  Solid  Center,  Chiseled 

With 


Length  Bridle 

4/0-3  ' . 

6/0-3  yi* . 

o  in _ 7  t/  • 


9/0-3#' .  1.63 

10/0-4  ' .  2.42 

11/0-4#'.. .  3.16 


Without 

Bridle 

.87 

1.01 

1.29 

1.60 

2.39 

3.13 


Raven  Wall 


Medium  Quality,  Black  Bristles 


Width  Length 

Each 

Width 

Length 

Each 

2yy 

2 Hv  .. 

. 59 

4" 

3#'  ... 

..  .  1.30 

3  ' 

3  #' 

2yy .. 

3"  .... 

...  .78 
.  .  1.00 

4#' 

3Kr  ... 

..  .  1.67 

All 

Chinese 

Black  Imperial  Wall 

Bristles,  Medium  Lengths. 

A  Practical 

Brush 

Width 

Length 

Each 

Width 

Length 

Each 

3' 

3#" 

. 91 

4#' 

3#' . 

.  2.14 

3#' 

iyy 

_ 1.25 

5  ' 

4' . 

.  2.72 

3  ' 

_ 1.89 

Black  Veribest  Wall 

Long  Chinese  Bristles,  Beaver  Tail  Handle 
Nothing  better  made 


Width  Length  Each 

3#' . 4#' .  3.53 


INDEX 


'V- 


Page 

Angles . 56-57 

Art  Glass  in  Sash . 10 

Astragals . 50-51 


B 


m 


Page 

Interior  Columns.... . 55 

Interior  Finish . . . . .49-52 

Ironing  Board  — Built  In  . . . .-.  .47 

Iron  Stanchions . . .91 


Balusters — Porch . 59-60 

Balusters — Stairs . 57 

Basement  Windows — Steel . 16 

Beam  Celling ...» . 50-51 

Blinds . 1-4 

Boards . 54 

Book  Case  Colonnades . 55 

Builders*  Hardware . 63-96 

C 


Casement  Hardware . 80-81 

Clothes  Posts . 59  &  90-91 

Comb.  Storm  and  Screen  Doors.  .33 


Cellar  Windows — Steel . 16 

Columns — Interior . . 55 

Columns — Exterior . 59-60 

Cord— Sash . 12  &  91 

Cupboard  Doors . . . 43-44 

Cupboard  Sash . 45 

Coal  Chutes . . 94-95 

Colonnades . 55 

■ 

D 

Door  Frames — Interior . 53 

Door  Frames — Exterior. . . 15 

Doors — Comb.  Storm  and  Screen33 
Doors — Cupboard .»»»..»».».. .  43—44 
Doors — French.  .«*«.«. «..«»« .36—40 

Doors — Garage.. . . 42 

Doors — Hardwood  Panel . 28-30 

Doors — Hardwood  Glass . 31-40 

Doors — Medicine  Cabinet . 12 

Doors — Mirror. . . . 41 

Doors — Painted . . . 17  &  32 

Doors — Softwood  Panel . 17-21 

Doors — Softwood  Glass. ..... .22-27 

Doors — Store . 25 

Drawers... . . . . 47 

Door  Trim — Sides  of. . . . 52 

F 

Finish — Interior..... . . 49-52 

Finish — Exterior . 54 

Fireplace  Heaters . . 92-93 

Fireplace  Baskets . . . 94-95 

Fireplace  Dampers . . . 94-95 

Flooring . . . . .53 

Floor  Registers . 90-91 

Flour  Bins . 47 

Frames — Window . 1-4  &  15 

Frames — Interior  Door . 53 

Frames — Exterior  Door . 15 

French  Door  Hardware . 74-77 

G 

Garage  Doors . 42 

Garage  Door  Hardware . 88-89 

Grilles — Wood.... . . . 90-91 

H 

Hardware— Builders*....;... .  .63-96 

Hot-Bed  Sash . 12 

Heaters— Fireplace  and  Walt. 92-93 
Hinges . 72-73 


L 


Lattice.. . . . .54 

Lock  Sets........ . . . 65-70 


M 

Medicine  Cabinets . 61-62 

M  edicine  Cabinet  Doors . 12 

Movable  Stairway . 58 


Newels . 56-57 

Night  Latches . 70-71 

P 

Package  Receivers . 94-95 

Paints . ..96-104 

Panels — Three-Ply . 53 

Padlocks . 70-71 

Pedestals . 55 

Plate  Rails . 50-51 

Porch  Work . 59-60 

Posts— Clothes . 59  &  90-91 

Posts — Newel . . 56-57 


Roofing . 60-61 

Rails— Porch. . . . 59-60 

Rails— Stair... . 56-57 

Rails— Plate . . . ..50-51 


Sash .  f. . 10-14 

Sash  Cord... . 12  8c  91 

Sash  Frames . 15 

Sash  Weights. . .  .12  &  91 

Sash— Cupboard . 45 

Sash — Storm.... . . ....1-4 

Shingles — Asphalt . . 60 

Side  Lights . . 46 

Sides  of  Door  Trim . . .52 

Sides  of  Window  Trim..... . . 52 

Stair  Work . 56-57-58 

Stanchions — Iron . . . .91 

Steel  Basement  Windows . 16 


Storm  and  Screen  Door  — Comb.  33 


Varnishes..... . 101 

Vise-Carpenters* . 90-91 


W 

Wall  Board . .49 

Weights— Sash . 12  &  91 

Window  Frames... . .  ..1-4  &  15 

Window  and  Sash  Hardware . 85 

Windows . . . ..1-9 

Window  Trim — Sides  of.*... . 52 

Wood  Faces . 90-91 


OUR  FACILITIES 


Our  woodworking  plant  is  the  largest  in  America 
used  exclusively  for  contractors’  work.  It  covers 
over  4  acres  of  floor  space,  with  most  modern  equip¬ 
ment,  electrically  operated. 


Its  special  feature  is  carrying  much  of  the  stock 
partly  made  up,  ready  to  finish  quickly. 


We  carry  besides  two  million  feet  of  shop  lumber. 


*A11  this  is  to  supplement  our  stock  of  over  ope  hun¬ 
dred  carloads  of  doors,  window  frames,  finish,  plate 
and  window  glass,  and  builders’  hardware,  including 
the  largest  wholesale  stock  of  paint  and  varnish  in 
Ohio. 


We  also  have  our  own  Art  Glass,  Beveling  and  Sil¬ 
vering  Plant. 

offer  to  the  Builder  the  closest  connection  be¬ 
tween  manufacture  and  consumption — eliminating  all 
unnecessary  handling  expense,  waste  and  profit. 


m 


A  TRIP  TO  CLEVELAND 


The  Cleveland  Window  Glass~&  Door  Go* 

1200  Bolivar  Road  Cleveland,  Ohio 


To  any  contractor  who  has  not  yet  visited  us,  and 
will  come  tc*£Jlfeveland  and  look  over  stocks  and  fa¬ 
cilities  at  our  Mill  and  our  Warehouse,  and  will  place 
with  us  an  order  amounting  to  ?1 00.00  net  or  more, 
based  on  our  published  prices,  we  will  refund  round 
trip  Railroad  Fare.  (Limited  to  territory  east  of 
Illinois  and  north  of  Kentucky.) 


Our  object  is  to  convince  the  contractor  that  we 
have  the  stocks,  the  quality,  the  Mill  facilities,  the 
facilities  for  Beveling,  Silvering,  Art  Glass  work — 
and  the  men  and  the  methods  to  do  his  business,  and 
do  it  right;  and  we  ask  you  to  remember  when  reading 
our  advertisements  in  the  future  that  every  statement 
can  be  substantiated  by  you,  practically  without  ex¬ 
pense.  '  v  ;.,i 
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